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WSR 15-23-013 
PERMANENT RULES 
PROFESSIONAL EDUCATOR 
STANDARDS BOARD 
[Filed November 6, 2015, 12:05 p.m., effective December 7, 2015] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: Amends WAC _ 181-79A-257, clarifying 
requirements for out-of-state educator candidate assess- 
ments. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 181-79A-257. 

Statutory Authority for Adoption: RCW 28A.410.210. 

Adopted under notice filed as WSR 15-19-079 on Sep- 
tember 15, 2015. 

A final cost-benefit analysis is available by contacting 
David Brenna, 600 Washington Street South, Room 400, 
Olympia, WA 98504-7236, phone (360) 725-6238, fax (360) 
586-4548, e-mail david.brenna@k12.wa.us. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 1, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
1, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 1, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 0, Repealed 0. 

Date Adopted: November 5, 2015. 


David Brenna 
Senior Policy Analyst 


AMENDATORY SECTION (Amending WSR 14-13-006, 
filed 6/5/14, effective 7/6/14) 


WAC 181-79A-257 Out-of-state candidates. Candi- 
dates for certification from other states who meet the general 
certificate requirements described in WAC 181-79A-150 (1) 
and (2) shall be eligible for Washington certificates as fol- 
lows: 

(1) Residency certificates. The residency certificate shall 
be issued by the superintendent of public instruction to any 
candidate who meets requirements for the residency certifi- 
cate including testing requirements as described in RCW 
28A.410.220, and who meets one of the following: 

(a) Holds the appropriate degree and, if applicable, credit 
hours and/or licensing as set forth in this chapter has com- 
pleted a state approved preparation program in the profes- 
sional field for which the certificate is to be issued and such 
additional professional fields as required by WAC 181-79A- 
150(4). Such programs shall include a defined course of 
study and a supervised internship. 
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(b) Provided, That if a candidate for teacher, administra- 
tor or educational staff associate certification does not meet 
the qualifications described in (a) of this subsection, a resi- 
dency certificate shall be issued to a candidate who: 

(i) Holds an appropriate degree from a regionally accred- 
ited college or university. 

(ii) Holds or has held a certificate in the role, comparable 
to a residency certificate, issued by another state and has 
practiced at the P-12 level in the role outside the state of 
Washington for at least three years within the last seven 
years. 

(c) Holds an appropriate degree from a regionally 
accredited college or university and has practiced three years 
as an educational staff associate in that role in a state where 
such certificate was not required. 

(d) Holds a valid Nationally Certified School Psycholo- 
gist (NCSP) certificate issued by the National School Psy- 
chology Certification Board (NSPCB) after December 31, 
1991, and applies for an initial/residency educational staff 
associated school psychologist certificate. 

(2) Professional certificate. After August 31, 2000, the 
professional certificate shall be issued to out-of-state candi- 
dates if the candidate meets requirements for the residency 
certificate including testing requirements as described in 
RCW 28A.410.220, meets the child abuse course work 
requirement as described in WAC 181-79A-206 (3)(b), and if 
one of the following conditions is met: 

(a) The candidate has completed an advanced level certi- 
fication procedure approved by the professional educator 
standards board as equivalent to the approved program proce- 
dure required in Washington; or 

(b) The candidate holds a valid teaching certificate 
issued by the National Board for Professional Teaching Stan- 
dards; or 

(c) The candidate holds a valid school counselor certifi- 
cate issued by the National Board for Professional Teaching 
Standards; or 

(d) A Washington state college or university with an 
approved professional certificate program verifies that the 
candidate has met all the requirements of that institution's 
approved program. The college/university shall evaluate the 
candidate's background to determine whether or not course 
work or certification activities are equivalent to that college/ 
university's approved program. 

(3) As per RCW 18.340.020 out-of-state candidates who 
are military spouses shall receive expedited issuance of the 
appropriate certificate in accordance with this section. 

(4) Out-of-state candidates must meet the assessment 
requirements per chapters 181-01 and 181-02 WAC. Equiva- 
lent assessments will be published by the board. 
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PERMANENT RULES 
PROFESSIONAL EDUCATOR 
STANDARDS BOARD 
[Filed November 6, 2015, 12:15 p.m., effective December 7, 2015] 


Effective Date of Rule: Thirty-one days after filing. 
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Purpose: Amends WAC _ 181-79A-223 clarifying 
requirements for certain professionals wishing to earn an 
educator certificate. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 181-79A-223. 

Statutory Authority for Adoption: RCW 28A.410.210. 

Adopted under notice filed as WSR 15-17-093 on 
August 18, 2015. 

A final cost-benefit analysis is available by contacting 
David Brenna, 600 Washington Street South, Room 400, 
Olympia, WA 98504-7236, phone (360) 725-6238, fax (360) 
586-4548, e-mail david.brenna@k12.wa.us. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 1, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
1, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 1, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 0, Repealed 0. 

Date Adopted: November 5, 2015. 


David Brenna 
Senior Policy Analyst 


AMENDATORY SECTION (Amending WSR 14-09-121, 
filed 4/23/14, effective 5/24/14) 


WAC 181-79A-223 Academic and experience 
requirements for certification—School nurse, school 
occupational therapist, school physical therapist and 
school speech-language pathologist or audiologist, and 
school social worker. Candidates for school nurse, school 
occupational therapist, school physical therapist and school 
speech-language pathologist or audiologist and school social 
worker certification shall apply directly to the professional 
((edueatien-and)) certification office. Such candidates shall 
complete the following requirements, in addition to those set 
forth in WAC 181-79A-150, except state approved college/ 
university professional preparation program. Provided, that it 
shall not be necessary for any candidate who holds a master's 
or doctorate degree to obtain the specified master's degree if 
the candidate provides satisfactory evidence to the superin- 
tendent of public instruction that he or she has completed all 
course work requirements relevant to the required master's 
degree and has satisfactorily completed a comprehensive 
examination required in such master's degree program: Pro- 
vided, That if any candidate has been awarded a master's 
degree without a comprehensive examination, the candidate, 
as a condition for certification, shall successfully complete 
the Praxis II exam in the appropriate role. 

(1) School nurse. 

(a) Initial. 
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(i) The candidate shall hold a valid license as a registered 
nurse (RN) in Washington state. 

(ii) The candidate shall hold a baccalaureate degree or 
higher in nursing from a program accredited by the National 
League for Nursing Accrediting Commission or the Commis- 
sion on Collegiate Nursing Education. 

(iii) The candidate shall successfully complete thirty 
clock hours or three quarter hours (two semester hours) of 
course work approved by the professional educator standards 
board which will ((#ehide)) consist of the following course 
outcomes in which candidates will: 

(A) Demonstrate an understanding of school and special 
education laws and policies (national, state, and local) and 
their application to decision-making processes in the educa- 
tional setting; 

(B) Understand and demonstrate knowledge of working 
within the culture of the schools, creating an environment 
that fosters safety, health, and learning for the students; 

(C) Demonstrate knowledge of appropriate resources in 
the school setting; 

(D) Demonstrate knowledge of collaboration with team 
members which may include parents, teachers, administra- 
tors, and others to support learning outcomes for all students; 

(E) Demonstrate knowledge of how to support the out- 
comes for all students through strategies such as scientifically 
based practices, collaborative teaming, and ethical decision 
making; 

(F) Use ((national state-andtoeal pelicies—as-wellas)) 
professional standards((;)) to ((seppert decision making a 
educational settings-and)) inform professional growth plan- 
ning; 

(G) Demonstrate an understanding of the use of human, 
community, and technological resources. Provided, that an 
individual who meets all other requirements but who has not 
completed the required course work shall be issued a tempo- 
rary permit valid for one (( j )) 
year, unless prior to the expiration date the superintendent of 
public instruction determines the applicant is ineligible to 
receive a valid certificate or endorsement, which will allow 
the individual to practice in the role. The candidate shall ver- 
ify to OSPI the completion of the required course work 
during the one hundred eighty-day period. 

(b) Continuing. 

(i) The candidate shall have completed the requirements 
for the initial certificate as a school nurse and have completed 
forty-five quarter hours (thirty semester hours) of postbacca- 
laureate course work in education, nursing, or other health 
sciences. 

(ii) The candidate shall provide documentation of one 
hundred eighty days of full-time equivalent or more employ- 
ment in the respective role with an authorized employer— 
i.e., school district, educational service district, state agency, 
college or university, private school, or private school sys- 
tem—and at least thirty days of such employment with the 
same employer. 

(2) School occupational therapist. 

(a) Initial. 

(i) The candidate shall hold a valid license as an occupa- 
tional therapist in Washington state. 
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Gii) The candidate shall hold a baccalaureate (or higher) 
degree from an American Occupational Therapy Association 
approved program in occupational therapy. 

(iii) The candidate shall successfully complete thirty 
clock hours or three quarter hours (two semester hours) of 
course work approved by the professional educator standards 
board which will ((#ehide)) consist of the following course 
outcomes in which candidates will: 

(A) Demonstrate an understanding of school and special 
education laws and policies (national, state, and local) and 
their application to decision-making processes in the educa- 
tional setting; 

(B) Understand and demonstrate knowledge of working 
within the culture of the schools, creating an environment 
that fosters safety, health, and learning for the students; 

(C) Demonstrate knowledge of appropriate resources in 
the school setting; 

(D) Demonstrate knowledge of collaboration with team 
members which may include parents, teachers, administra- 
tors, and others to support learning outcomes for all students; 

(E) Demonstrate knowledge of how to support the out- 
comes for all students through strategies such as scientifically 
based practices, collaborative teaming, and ethical decision 
making; 

(F) Use ((nattenal state—andteeal peleies—asavelt as)) 
professional standards((;)) to ((support-deeisiommakingHn 
educational settings -and)) inform professional growth plan- 
ning; 

(G) Demonstrate an understanding of the use of human, 
community, and technological resources. Provided, that an 
individual who meets all other requirements but who has not 
completed the required course work shall be issued a tempo- 
rary permit valid for one ((hundred eightycalendardays)) 
year, unless prior to the expiration date the superintendent of 
public instruction determines the applicant is ineligible to 
receive a valid certificate or endorsement, which will allow 
the individual to practice in the role. The candidate shall ver- 
ify to OSPI the completion of the required course work 
during the one hundred eighty-day period. 

(b) Continuing. 

(i) The candidate shall have completed the requirements 
for the initial certificate as a school occupational therapist 
and have completed at least fifteen quarter hours (ten semes- 
ter hours) of course work beyond the baccalaureate degree in 
occupational therapy, other health sciences or education. 

(ii) The candidate shall provide documentation of one 
hundred eighty days of full-time equivalent or more employ- 
ment in the respective role with an authorized employer— 
i.e., school district, educational service district, state agency, 
college or university, private school, or private school sys- 
tem—and at least thirty days of such employment with the 
same employer. 

(3) School physical therapist. 

(a) Initial. 

(i) The candidate shall hold a valid license as a physical 
therapist in Washington state. 

(Gii) The candidate shall hold a baccalaureate (or higher) 
degree from an American Physical Therapy Association 
accredited program in physical therapy. 
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(iii) The candidate shall successfully complete thirty 
clock hours or three quarter hours (two semester hours) of 
course work approved by the professional educator standards 
board which will ((#ehide)) consist of the following course 
outcomes in which candidates will: 

(A) Demonstrate an understanding of school and special 
education laws and policies (national, state, and local) and 
their application to decision-making processes in the educa- 
tional setting; 

(B) Understand and demonstrate knowledge of working 
within the culture of the schools, creating an environment 
that fosters safety, health, and learning for the students; 

(C) Demonstrate knowledge of appropriate resources in 
the school setting; 

(D) Demonstrate knowledge of collaboration with team 
members which may include parents, teachers, administra- 
tors, and others to support learning outcomes for all students; 

(E) Demonstrate knowledge of how to support the out- 
comes for all students through strategies such as scientifically 
based practices, collaborative teaming, and ethical decision 
making; 

(F) Use ((nattenal state—andteeal peleies—asavelt as)) 
professional standards((;)) to ((seppert decision makine in 
educational settings-and)) inform professional growth plan- 


ning; 

(G) Demonstrate an understanding of the use of human, 
community, and technological resources. Provided, that an 
individual who meets all other requirements but who has not 
completed the required course work shall be issued a tempo- 
rary permit valid for one (( )) 
year, unless prior to the expiration date the superintendent of 
public instruction determines the applicant is ineligible to 
receive a valid certificate or endorsement, which will allow 
the individual to practice in the role. The candidate shall ver- 
ify to OSPI the completion of the required course work 
during the one hundred eighty-day period. 

(b) Continuing. 

(i) The candidate shall have completed the requirements 
for the initial certificate as a school physical therapist and 
have completed fifteen quarter hours (ten semester hours) of 
course work beyond the baccalaureate degree in physical 
therapy, other health sciences or education. 

(ii) The candidate shall provide documentation of one 
hundred eighty days of full-time equivalent or more employ- 
ment in the respective role with an authorized employer— 
i.e., school district, educational service district, state agency, 
college or university, private school, or private school sys- 
tem—and at least thirty days of such employment with the 
same employer. 

(4) School speech-language pathologist or audiologist. 

(a) Initial. 

(i) The candidate shall have completed all course work 
(except special project or thesis) for a master's degree from a 
college or university program accredited by the American 
Speech and Hearing Association (ASHA) with a major in 
speech pathology or audiology. Such program shall include 
satisfactory completion of a written comprehensive examina- 
tion: Provided, That if any candidate has not completed a 
written comprehensive examination, the candidate may pres- 
ent verification from ASHA of a passing score on the 
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National Teacher's Examination in speech pathology or audi- 
ology as a condition for certification. 

(ii) The candidate shall successfully complete thirty 
clock hours or three quarter hours (two semester hours) of 
course work approved by the professional educator standards 
board which will ((#rehade)) consist of the following out- 
comes in which candidates will: 

(A) Demonstrate an understanding of school and special 
education laws and policies (national, state, and local) and 
their application to decision-making processes in the educa- 
tional setting; 

(B) Understand and demonstrate knowledge of working 
within the culture of the schools, creating an environment 
that fosters safety, health, and learning for the students; 

(C) Demonstrate knowledge of appropriate resources in 
the school setting; 

(D) Demonstrate knowledge of collaboration with team 
members which may include parents, teachers, administra- 
tors, and others to support learning outcomes for all students; 

(E) Demonstrate knowledge of how to support the out- 
comes for all students through strategies such as scientifically 
based practices, collaborative teaming, and ethical decision 
making; 

(F) Use ((nattonalstate-andtoeal_petetes_assveltas)) 
professional standards((;)) to ((seppertdeecisten makine in 
educational settings-and)) inform professional growth plan- 
ning; 

(G) Demonstrate an understanding of the use of human, 
community, and technological resources. Provided, that an 
individual who meets all other requirements but who has not 
completed the required course work shall be issued a tempo- 
rary permit valid for one (( )) 
year, unless prior to the expiration date the superintendent of 
public instruction determines the applicant is ineligible to 
receive a valid certificate or endorsement, which will allow 
the individual to practice in the role. The candidate shall ver- 
ify to OSPI the completion of the required course work 
during the one hundred eighty-day period. 

(b) Continuing. 

(i) The candidate shall hold a master's degree with a 
major in speech pathology or audiology. 

(ii) The candidate shall provide documentation of one 
hundred eighty days of full-time equivalent or more employ- 
ment in the respective role with an authorized employer— 
i.e., school district, educational service district, state agency, 
college or university, private school, or private school sys- 
tem—and at least thirty days of such employment with the 
same employer. 

(5) School social worker. 

(a) Initial. 

(i) The candidate shall hold an MSW from a regionally 
accredited institution of higher learning. 

(ii) The candidate shall successfully complete thirty 
clock hours or three quarter hours (two semester hours) of 
course work approved by the professional educator standards 
board which will ((#rehade)) consist of the following out- 
comes in which candidates will: 

(A) Demonstrate an understanding of school and special 
education laws and policies (national, state, and local) and 
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their application to decision-making processes in the educa- 
tional setting; 

(B) Understand and demonstrate knowledge of working 
within the culture of the schools, creating an environment 
that fosters safety, health, and learning for the students; 


(C) Demonstrate knowledge of appropriate resources in 
the school setting; 

(D) Demonstrate knowledge of collaboration with team 
members which may include parents, teachers, administra- 
tors, and others to support learning outcomes for all students; 

(E) Demonstrate knowledge of how to support the out- 
comes for all students through strategies such as scientifically 
based practices, collaborative teaming, and ethical decision 
making; 

(F) Use ((national state-andteeal peliciesas-wellas)) 
professional standards((;)) to ((seppert decision makine in 
educational settings-and)) inform professional growth plan- 


ning; 


(G) Demonstrate an understanding of the use of human, 
community, and technological resources. Provided, that an 
individual who meets all other requirements but who has not 
completed the required course work shall be issued a tempo- 


rary permit valid for one ((hundred-eighty-calendar-days)) 


year, unless prior to the expiration date the superintendent of 
public instruction determines the applicant is ineligible to 


receive a valid certificate or endorsement, which will allow 
the individual to practice in the role. The candidate shall ver- 
ify to OSPI the completion of the required course work 
during the one hundred eighty-day period. 


(b) Continuing. 

(i) The candidate shall have completed the requirements 
for the initial certificate as a school social worker and have 
completed an annual professional growth plan or fifteen 
quarter hours or one hundred fifty clock hours specific to the 
role of the school social worker since earning the initial cer- 
tificate. 


(ii) The candidate shall provide documentation of one 
hundred eighty days of full-time equivalent or more employ- 
ment in the respective role with an authorized employer— 
i.e., school district, educational service district, state agency, 
college or university, private school, or private school sys- 
tem—and at least thirty days of such employment with the 
same employer. 

(6) Beginning with continuing certificates first issued 
after July 1, 2015, continuing certificates for school nurses 
and school social workers include a requirement for suicide 
prevention training per RCW 28A.410.226 and again every 
five years after receiving the continuing certificate. 

(7) The professional educator standards board will 
review courses for approval and reapproval/disapproval per 


the posted schedule. All providers of the initial ESA course 
must maintain current approval status to offer the course. 
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WSR 15-23-015 
PERMANENT RULES 
PROFESSIONAL EDUCATOR 
STANDARDS BOARD 
[Filed November 6, 2015, 12:21 p.m., effective December 7, 2015] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: Amends WAC 181-82A-204 to remove the 
ninety day teaching requirement to add endorsements. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 181-82A-204. 

Statutory Authority for Adoption: RCW 28A.410.210. 

Adopted under notice filed as WSR 15-17-102 on 
August 18, 2015. 

A final cost-benefit analysis is available by contacting 
David Brenna, 600 Washington Street South, Room 252, 
Olympia, WA 98504-7236, phone (360) 725-6238, fax (360) 
586-4548, e-mail david.brenna@k12.wa.us. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 1, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
1, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 1, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 0, Repealed 0. 

Date Adopted: November 5, 2015. 


David Brenna 
Senior Policy Analyst 


AMENDATORY SECTION (Amending WSR 15-12-097, 
filed 6/2/15, effective 7/3/15) 


WAC 181-82A-204 Endorsement requirements. (1) 
Candidates completing endorsements required to obtain a 
residency certificate, shall complete college/university 
teacher preparation programs approved by the professional 
educator standards board pursuant to chapter 181-78A WAC, 
which include methodology (see WAC 181-78A-264(5)) and 
field experience/internship (see WAC 181-78A-264(6)) and 
pursuant to endorsement program approval requirements in 
this chapter. 

(2) In order to add an additional endorsement, the candi- 
date shall: 

(a) Have completed a state-approved endorsement pro- 
gram which includes methodology (see WAC 181-78A- 
264(5)) and addresses all endorsement-specific competencies 
adopted and published by the professional educator standards 
board. The requirement for field experience shall be at the 
discretion of the college/university. Provided, that in cases 
where programs require a field experience/internship, the 
colleges/universities should make every attempt to allow the 
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individual to complete field-based requirements for the 
endorsement within the confines of the individual's teaching 
schedule; or 

(b) Achieve National Board certification in a Washing- 
ton teaching endorsement area and hold a valid National 
Board certificate; or 

(c) Pass the subject knowledge test approved by the pro- 
fessional educator standards board for the certificate endorse- 
ment being sought. The instructional methodology and con- 
tent-related skills of the desired subject endorsement must be 
compatible with one or more of the current endorsement(s) 
on the applicant's teacher certificate, per the list of Pathway 1 
endorsements adopted and published by the professional edu- 
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(d) Pass the subject knowledge test approved by the pro- 
fessional educator standards board for the certificate endorse- 
ment being sought and successfully meet all eligibility crite- 
ria and process requirements for Pathway 2 endorsements as 
adopted and published by the professional educator standards 
board. The desired subject endorsement must be identified as 
a Pathway 2 endorsement for one or more of the current 
endorsement(s) on the applicant's teacher certificate, per the 
list of Pathway 2 endorsements adopted and published by the 
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Ð) Teacher preparation programs that offer Pathway 2 
endorsement programs shall follow process steps as adopted 
by the professional educator standards board and published 
by the superintendent of public instruction to verify success- 
ful completion of the Pathway 2 process and to recommend 
adding the endorsement to the applicant's teacher certificate. 

(3) Candidates from out-of-state shall be required to 
present verification that they completed a state-approved pro- 
gram (equivalent to a major) in a Washington endorsement 
area. 

(4) Course work used to meet endorsement requirements 
must be completed through a regionally accredited college/ 
university. 

(5) Only course work in which an individual received a 
grade of C (2.0) or higher or a grade of pass on a pass-fail sys- 
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tem of grading shall be counted toward the course work 
required for the approved endorsement program. 

(6) Nothing within this chapter precludes a college or 
university from adopting additional requirements as condi- 
tions for recommendation, by such college or university, to 
the superintendent of public instruction for a particular sub- 
ject area endorsement. 


WSR 15-23-048 
PERMANENT RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Services and Enterprise Support Administration) 
[Filed November 12, 2015, 9:02 a.m., effective December 13, 2015] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: WAC 388-02-0025(2), currently lists the Van- 
couver office of administrative hearings which no longer 
exists, misidentifies the Spokane Valley office of administra- 
tive hearings as the "Spokane" field office, and does not list 
the current Tacoma office of administrative hearings and nec- 
essary locate and contact information. WAC 388-02-0025(2), 
needs to be amended to effect these changes. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 388-02-0025. 

Statutory Authority for Adoption: RCW 34.05.020, 
34.05.353. 

Adopted under notice filed as WSR 15-18-051 on 
August 27, 2015. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 1, 
Repealed 0. 

Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
0, Repealed 0. 

Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 1, Repealed 0. 

Date Adopted: November 4, 2015. 

Katherine I. Vasquez 
Rules Coordinator 


AMENDATORY SECTION (Amending WSR 14-11-094, 
filed 5/21/14, effective 6/21/14) 


WAC 388-02-0025 Where is the office of administra- 
tive hearings located? (1)(a) The office of administrative 
hearings (OAH) headquarters location is: 


Office of Administrative Hearings 
2420 Bristol Court SW 
P.O. Box 42488 
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Olympia WA 98504-2488 
(360) 664-8717 
(360) 664-8721 (fax) 


(b) The headquarters office is open from 8:00 am to 5:00 
p.m. Mondays through Friday, except legal holidays. 
(2) OAH field offices are at the following locations: 


Olympia 

Office of Administrative Hearings 
2420 Bristol Court SW 

P.O. Box 42489 

Olympia, WA 98504-2489 

(360) 753-2531 

1-800-583-8271 

fax: (360) 586-6563 


Seattle 

Office of Administrative Hearings 
One Union Square 

600 University Street, Suite 1500 
Mailstop: TS-07 

Seattle, WA 98101-1129 

(206) 389-3400 

1-800-845-8830 

fax: (206) 587-5135 


(Meneouver 


5300 MacArthur Bhyd Suite 100 
Vancouver, WA98664 
B60) 690-H89 


+890-243-345+ 
fax:360)696-6255)) 

Spokane Valley 

Office of Administrative Hearings 
16201 E. Indiana Avenue, Suite 5600 
Spokane Valley, WA 99216 

(509) 456-3975 

1-800-366-0955 

fax: (509) 456-3997 


Tacoma 
Office of Administrative Hearings 
949 Market Street, Suite 500 


Mailstop: WT-54 
Tacoma, WA 98402 


(253) 476-6888 
fax (253) 593-2200 


Yakima 

Office of Administrative Hearings 
32 N 3rd Street, Suite 320 
Yakima, WA 98901-2730 

(509) 575-2147 

1-800-843-3491 

fax (509) 454-7281 


(3) You should contact the Olympia field office, under 
subsection (2), if you do not know the correct field office. 

(4) You can obtain further hearing information at the 
OAH web site: www.oah.wa.gov. 
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WSR 15-23-055 
PERMANENT RULES 
DEPARTMENT OF LICENSING 
[Filed November 12, 2015, 12:07 p.m., effective December 13, 2015] 


Effective Date of Rule: Thirty-one days after filing. 
Purpose: The proposed rules: 


Remove licensing requirements for announcers. 
Remove restrictions on the use of foul and profane 
language. 

Remove the department's requirement to approve all 
cancellations or postponements of wrestling events 
and the requirement that a small advance sale of 
tickets shall not be regarded as a reason for post- 
ponement or cancellation. 


Citation of Existing Rules Affected by this Order: 
Repealing WAC 36-13-050 Announcers; and amending 
WAC 36-13-010 License fees, renewals and requirements 
and 36-13-110 Miscellaneous provisions. 

Statutory Authority for Adoption: RCW 67.08.017, 
43.24.023, and 43.24.086. 

Adopted under notice filed as WSR 15-19-109 on Sep- 
tember 18, 2015. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 2, Repealed 1. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 2, Repealed 1. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
2, Repealed 1. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 2, Repealed 1. 

Date Adopted: November 12, 2015. 


Damon Monroe 
Rules Coordinator 


AMENDATORY SECTION (Amending WSR 10-08-037, 
filed 4/1/10, effective 5/2/10) 


WAC 36-13-010 License fees, renewals and require- 
ments. (1) The license year is one year from date of issue. 
License fees are paid annually. Fees shall be as follows: 


Wrestling participant - $25.00 
Inspector - $65.00 
((Announcer 

—thonparticipant) = $65-09)) 
Event physician - No charge 
Promoter - $200.00 
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(2) No license fee is required for persons licensed under 
chapter 36-12 or 36-14 WAC as an inspector, ((announees;)) 
event physician or promoter. 

(3) In addition to license requirements found in chapter 
67.08 RCW, ((Heensees-and-appleants)) wrestling partici- 
pants shall submit a small photograph of themselves that is 
not more than two years old. 


AMENDATORY SECTION (Amending WSR 11-03-028, 
filed 1/11/11, effective 2/11/11) 


WAC 36-13-110 Miscellaneous provisions. (1) Dan- 
gerous conduct; punishment. The referee shall not permit 
physically dangerous conduct or tactics by any participant. 
Any participant who fails to discontinue such tactics, after 
being warned by the referee or a department official shall be 
disqualified and subject to disciplinary action. 

(2) Wrestling participants or other licensees shall not 
engage in the practice known as "juicing." "Juicing" is the 
practice of using a razor blade or similar contrivance, or any 
other means to draw blood from oneself, one's opponent, or 
from any other participant of the wrestling exhibition or 
show. The referee shall immediately terminate any match in 
which blood from a participant appears from "juicing," and 
the participants shall cease the wrestling match and return to 
the dressing room. Should an accidental cut to a wrestling 
participant occur, the match may continue but should be con- 
cluded as soon as possible at the discretion of the referee. 

(3) Duties of licensees. It shall be the duty of the pro- 
moter, his/her agents, employees, and the participants in any 
wrestling show or exhibition to maintain peace((;)) and 
order((-and-deceney)) in the conduct of any show or exhibi- 
tion. There shall be no abuse of a department official at any 
time. ((Feutend-prefanetansuace by participants is_prehib- 
ited:)) 

(4) Responsibility of promoter. 

(a) Each promoter shall be directly responsible to the 
department for the conduct of its employees and any viola- 
tion of the laws, rules, or regulations of the department by 
any employee of a promoter shall be deemed to be a violation 
by the promoter. 

(b) Promoters are responsible for any violations of the 
law or department rules by their participants. 

(c) Promoters shall provide an ambulance or paramedi- 
cal unit with transport and resuscitation capabilities, with a 
minimum of two attendants, to be present at the event loca- 
tion at all times during the event. 


(5) ((PestpenementorcaneeHation Asmat advanee sate 
eftickets-shal net Be se us acme naa ES 
Salabani shall nol be canceled ier. sey reason Ay with 
the-approvalofthe-department- 

(6) Discrimination. Discrimination against any partici- 


pant in regard to sex, race, color, creed or national origin shall 
be referred to the human rights commission. 


((@)) (6) Appeals. 

(a) Licensees may appeal any suspension or revocation 
to the department in the manner provided in chapter 34.05 
RCW. 
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(b) Such appeals must be received in the department 
office within twenty days from the date of the notice sent by 
the department. 


REPEALER 


The following section of the Washington Administrative 
Code is repealed: 


WAC 36-13-050 Announcers. 


WSR 15-23-062 
PERMANENT RULES 
DEPARTMENT OF 
ENTERPRISE SERVICES 
[Filed November 13, 2015, 2:39 p.m., effective December 14, 2015] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: The purpose of this rule making is to bring 
agency rules under Title 200 WAC in alignment with current 
law and current circumstances. 

Changes in existing rules are general housekeeping 
changes to include but not [be] limited to: Address or name 
changes, correction of typographical errors, clarification of 
tule language, repeal of rules no longer necessary because of 
changed circumstances, and other changes as needed when 
allowed by RCW 34.05.353 Expedited rule making. 

Citation of Existing Rules Affected by this Order: 
Repealing chapter 200-350 WAC, Facilitation of private 
investment in energy conservation for state-owned facilities; 
and chapter 200-400 WAC, Energy efficiency services 
account; and amending WAC 200-10-050 Applications for 
exemptions within the department of general administration, 
200-10-060 Timing of the EIS process, 200-10-100 Policies 
and procedures for conditioning or denying permits or other 
approvals, 200-10-110 Designation of responsible official, 
200-120-260 Standards for operations—State risk man- 
ager—Expense and operating cost fees, 200-130-001 Author- 
ity, 200-130-013 Definitions, 200-130-014 Responsibilities 
of each state agency, 200-130-015 Flood mitigation stan- 
dards, 200-130-016 Exemptions, 200-200-001 Promulgation, 
200-200-015 Definitions, 200-200-080 Regulatory signs and 
directions, 200-200-175 Skateboarding prohibited, 200-200- 
180 Violation—Penalty, 200-200-18003 Skating prohibited, 
200-200-18007 Violation—Penalty, 200-200-290 Parking 
fees, 200-200-361 Suspension and/or revocation of parking 
privileges, 200-200-370 Hearing rights—Suspension and/or 
revocation of parking privileges or removal, suspension, or 
revocation from parking waiting list, 200-200-300 Monthly 
parking fee payments, 200-200-371 Hearing procedure— 
Suspension and/or revocation of parking privileges and 
removal, suspension, or revocation from parking waiting list, 
200-200-435 Camping on state capitol grounds, 200-200-440 
Permits for demonstrations, parades, processions, 200-210- 
001 Promulgation, 200-210-020 Motorboats—Prohibitions, 
200-210-025 Water skiing, etc.—Prohibited, 200-210-030 
Launching sites—Motorboat routes, 200-210-060 Use of 
roadways, 200-210-100 Muffling device required, 200-210- 
110 Docks, floats, piers, etc—Speed, 200-210-120 Applica- 
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tion of algaecides, etc., 200-220-010 Purpose, 200-220-020 
Nondiscrimination, 200-220-030 Definitions, 200-220-120 
What information do I have to provide?, 200-220-140 How 
will general administration make a decision on my applica- 
tion?, 200-220-150 How can I appeal a denial of my applica- 
tion?, 200-220-210 General administration may set reason- 
able time, place, and manner limits on activities, 200-220- 
270 General administration may cancel a permit, 200-220- 
280 General administration may limit use at any time due to 
unforeseen operational circumstances, 200-220-310 There is 
no fee for free speech and assembly activity permits, 200- 
220-320 General administration may set reasonable time, 
place, and manner limits on free speech and assembly activi- 
ties, 200-220-410 Private and commercial activities may be 
charged applicable fees, 200-220-420 General administration 
may set reasonable time, place, and manner limits on private 
and commercial activities, 200-220-430 General administra- 
tion may require additional conditions for private and com- 
mercial activities, 200-230-010 Purpose and authority, 200- 
230-020 Roles, responsibilities, and definitions, 200-230-040 
Administrative requirements for major and minor works on 
state capitol grounds, 200-230-070 Guidelines for selecting 
designs for major works, 200-230-080 Procedure for devel- 
opment and review of major works proposals, 200-330-010 
Purpose and authority, 200-330-030 Contractors application 
form—Information required, 200-360-015 Surplus prop- 
erty—Exceptions to disposal priorities, 200-360-020 Surplus 
property—Intent of state surplus priorities, 200-360-040 
Guarantee of quality, etc., state responsibility for—Surplus 
property, 200-360-060 Sale of surplus property to state 
elected officials or employees, 200-500-030 Approval of dis- 
tinctive insignia, and 200-500-040 Exceptions to marking 
requirements. 


Statutory Authority for Adoption: RCW 43.19.011, 
43.19.620, 43.19.985, 43.19.742, 43.19.769, 39.26.080, 
39.26.090, 39.26.251, 39.26.255, 39.26.271. 


Adopted under notice filed as WSR 15-16-070 on July 
30, 2015. 


Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 59, 
Repealed 2. 


Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 


Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 59, Repealed 2. 


Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
0, Repealed 0. 

Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 0, Repealed 0. 


Date Adopted: October 23, 2015. 


Jack Zeigler 
Policy and Rules Manager 
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AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-10-010 Authority, scope and coverage of 
this chapter. (1) This chapter is promulgated pursuant to 
RCW 43.21C.120. 

(2) Compliance with the rules of this chapter shall con- 
stitute procedural compliance with SEPA for an "action" as 
defined in WAC 197-11-704. 

(3) The rules of this chapter contain no sections relating 
to the notice/statute of limitations provisions of chapter 
43.21C RCW. To utilize these provisions, the department of 
((generaladministration)) enterprise services shall follow the 
statutory language and any applicable regulations of the 
department of ecology. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-10-030 Adoption by reference. The depart- 


ment of ((generatadministratien)) enterprise services hereby 
adopts the sections or subsections of chapter 197-11 WAC by 


reference. 


WAC 

197-11-040 Definitions. 

197-11-050 Lead agency. 

197-11-055 Timing of the SEPA process. 

197-11-060 Content of environmental review. 

197-11-070 Limitations on actions during SEPA process. 

197-11-080 Incomplete or unavailable information. 

197-11-090 Supporting documents. 

197-11-100 Information required of applicants. 

197-11-300 Purpose of this part. 

197-11-305 Categorical exemptions. 

197-11-310 Threshold determination required. 

197-11-315 Environmental checklist. 

197-11-330 Threshold determination process. 

197-11-335 Additional information. 

197-11-340 Determination of nonsignificance (DNS). 

197-11-350 Mitigated DNS. 

197-11-360 Determination of significance (DS)/initia- 
tion of scoping. 

197-11-390 Effect of threshold determination. 

197-11-400 Purpose of EIS. 

197-11-402 General requirements. 

197-11-405 EIS types. 

197-11-406 EIS timing. 

197-11-408 Scoping. 

197-11-410 Expanded scoping. (Optional) 

197-11-420 EIS preparation. 

197-11-425 Style and size. 
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197-11-430 
197-11-435 
197-11-440 
197-11-442 
197-11-443 
197-11-444 
197-11-448 
197-11-450 
197-11-455 
197-11-460 
197-11-500 
197-11-502 
197-11-504 


197-11-510 
197-11-535 
197-11-545 
197-11-550 
197-11-560 
197-11-570 
197-11-600 


197-11-610 
197-11-620 


197-11-625 
197-11-630 
197-11-635 
197-11-640 
197-11-650 
197-11-655 
197-11-660 
197-11-680 
197-11-700 
197-11-702 
197-11-704 
197-11-706 
197-11-708 
197-11-710 
197-11-712 
197-11-714 
197-11-716 
197-11-718 
197-11-720 
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Format. 

Cover letter or memo. 

EIS contents. 

Contents of EIS on nonproject proposals. 
EIS contents when prior nonproject EIS. 
Elements of the environment. 
Relationship of EIS to other considerations. 
Cost-benefit analysis. 

Issuance of DEIS. 

Issuance of FEIS. 

Purpose of this part. 

Inviting comment. 


Availability and cost of environmental docu- 
ments. 


Public notice. 

Public hearings and meetings. 

Effect of no comment. 

Specificity of comments. 

FEIS response to comments. 

Consulted agency costs to assist lead agency. 


When to use existing environmental docu- 
ments. 


Use of NEPA documents. 


Supplemental environmental impact state- 
ment—Procedures. 


Addenda—Procedures. 
Adoption—Procedures. 
Incorporation by reference—Procedures. 
Combining documents. 

Purpose of this part. 
Implementation. 

Substantive authority and mitigation. 
Appeals. 

Definitions. 

Act. 

Action. 

Addendum. 

Adoption. 

Affected tribe. 

Affecting. 

Agency. 

Applicant. 

Built environment. 


Categorical exemption. 
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WAC 

197-11-722 
197-11-724 
197-11-726 
197-11-728 
197-11-730 
197-11-732 
197-11-734 
197-11-736 
197-11-738 
197-11-740 
197-11-742 
197-11-744 
197-11-746 
197-11-748 
197-11-750 
197-11-752 
197-11-754 
197-11-756 
197-11-758 
197-11-760 
197-11-762 
197-11-764 
197-11-766 
197-11-768 
197-11-770 
197-11-772 
197-11-774 
197-11-776 
197-11-778 
197-11-780 
197-11-782 
197-11-784 
197-11-786 
197-11-788 
197-11-790 
197-11-792 
197-11-793 
197-11-794 
197-11-796 
197-11-797 
197-11-799 
197-11-800 
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Consolidated appeal. 
Consulted agency. 

Cost-benefit analysis. 
County/city. 

Decision maker. 

Department. 

Determination of nonsignificance (DNS). 
Determination of significance (DS). 
EIS. 

Environment. 

Environmental checklist. 
Environmental document. 
Environmental review. 
Environmentally sensitive area. 
Expanded scoping. 

Impacts. 

Incorporation by reference. 
Lands covered by water. 

Lead agency. 

License. 

Local agency. 

Major action. 

Mitigated DNS. 

Mitigation. 

Natural environment. 

NEPA. 


Nonproject. 


Phased review. 
Preparation. 

Private project. 

Probable. 

Proposal. 

Reasonable alternative. 
Responsible official. 
SEPA. 

Scope. 

Scoping. 

Significant. 

State agency. 

Threshold determination. 
Underlying governmental action. 


Categorical exemptions. 
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197-11-875 
197-11-880 
197-11-890 
197-11-900 
197-11-902 
197-11-904 
197-11-906 


197-11-908 
197-11-910 
197-11-912 
197-11-914 
197-11-916 
197-11-918 
197-11-920 
197-11-922 
197-11-924 
197-11-926 
197-11-928 


197-11-930 


197-11-932 


197-11-934 


197-11-936 


197-11-938 
197-11-940 


197-11-942 
197-11-944 


197-11-946 
197-11-948 
197-11-950 
197-11-955 
197-11-965 
197-11-985 
197-11-990 
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Exemptions and nonexemptions applicable 
to specific state agencies. 


Other agencies. 

Emergencies. 

Petitioning DOE to change exemptions. 
Purpose of this part. 

Agency SEPA policies. 

Agency SEPA procedures. 


Content and consistency of agency proce- 
dures. 


Environmentally sensitive areas. 
Designation of responsible official. 
Procedures on consulted agencies. 

SEPA fees and costs. 

Application to ongoing actions. 

Lack of agency procedures. 

Agencies with environmental expertise. 
Lead agency rules. 

Determining the lead agency. 

Lead agency for governmental proposals. 


Lead agency for public and private propos- 
als. 

Lead agency for private projects with one 
agency with jurisdiction. 

Lead agency for private projects requiring 
licenses from more than one agency, when 
one of the agencies is a county/city. 


Lead agency for private projects requiring 
licenses from a local agency, not a county/ 
city, and one or more state agencies. 


Lead agency for private projects requiring 
licenses from more than one state agency. 
Lead agencies for specific proposals. 
Transfer of lead agency status to a state 
agency. 

Agreements on lead agency status. 


Agreements on division of lead agency 
duties. 


DOE resolution of lead agency disputes. 
Assumption of lead agency status. 
Severability. 

Effective date. 

Adoption notice. 

Notice of assumption of lead agency status. 
Notice of action. 
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AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-10-050 Applications for exemptions within 
the department of ((general-administratien)) enterprise 
services. Each "action" of the department shall have a form 
completed and retained in the applicant's division files. This 
form shall show the action and exemption decision, exempt 
or otherwise, and be signed by the department of ((generat 
admurstratien)) enterprise services representative making 
that decision. This form shall also show any threshold deci- 
sion, including determinations of nonsignificance and signif- 
icance, signed by the department representative. Addition- 
ally, copies of the threshold determination shall be included 
in the file. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-10-060 Timing of the EIS process. (1) Pub- 
lic works request. Any agency submitting a public works 
request to the department of ((generaladministration)) enter- 
prise services shall be regarded as the lead agency. It will be 
the sole responsibility of an agency submitting a public 
works request to determine whether the action is exempt and, 
if not, to prepare an environmental checklist, make threshold 
determinations of nonsignificance or significance, prepare 
draft and final EIS's and conduct public hearings. If an EIS is 
required for any public works request the working draft EIS 
must be prepared concurrently or prior to the completion of 
the design development phase. Evidence of compliance with 
SEPA rules, chapter 197-11 WAC, must be provided to the 
department of ((generatedministration)) enterprise services 


prior to implementing proposals. 


(2) Space request. The department of ((generatadminis- 


tration)) enterprise services will normally assume responsi- 
bility as lead agency for space requests submitted to the 
department. However, if an EIS is required for a space 
request the agency submitting the space request may be 
assigned responsibility for preparing the draft and final EIS's 
and to conduct public hearings. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-10-100 Policies and procedures for condi- 
tioning or denying permits or other approvals. (1)(a) It is 


department of ((generaladministratien)) enterprise services 


policy to avoid or mitigate adverse environmental impacts 
which may result from the department's decisions. 


(b) The department shall use all practicable means, con- 
sistent with other essential considerations of state policy, to 
improve and coordinate plans, functions, programs, and 
resources so that the state and its citizens may: 

(i) Fulfill the responsibilities of each generation as 
trustee of the environment for succeeding generations; 

(ii) Assure for all people of Washington, safe, healthful, 
productive, and aesthetically and culturally pleasing sur- 
roundings; 
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(iii) Attain the widest range of beneficial uses of the 
environment without degradation, risk to health or safety, or 
other undesirable and unintended consequences; 

(iv) Preserve important historic, cultural, and natural 
aspects of our national heritage; 

(v) Maintain, wherever possible, an environment which 
supports diversity and variety of individual choice; 

(vi) Achieve a balance between population and resource 
use which will permit high standards of living and a wide 
sharing of life's amenities; and 

(vii) Enhance the quality of renewable resources and 
approach the maximum attainable recycling of depletable 
resources. 

(c) The department shall develop plans and programs to 
economically house state government activities so as to pro- 
vide maximum services to the people of Washington consis- 
tent with (b) of this subsection. 

(2) Supplementary implementing instructions and proce- 
dures to the policies contained in this section are contained in 
department of ((generatadministration)) enterprise services 
policies and procedures. 

(3) The department responsible official may: 

(a) Condition the approval for a proposal if mitigation 
measures are reasonable and capable of being accomplished 
and the proposal is inconsistent with the policies in subsec- 
tion (1) of this section. 

(b) Deny the permit or approval for a proposal if reason- 
able mitigation measures are insufficient to mitigate signifi- 
cant adverse environmental impacts and the proposal is 
inconsistent with the policies in subsection (1) of this section. 

(4) The procedures in WAC 197-11-660 must be fol- 
lowed when conditioning or denying permits or other approv- 
als. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-10-110 Designation of responsible official. 
(1) Within the department of ((generatadministration)) enter- 
prise services the ultimate responsible official is the director. 

(2) The director may designate the responsible official 
for overall direction and control of environmental reviews 
within the department of ((generaladministration)) enterprise 
services and the designated division shall maintain all records 
pertaining to SEPA related decision making processes. The 
division of ((eapiteHfaectities)) planning and management 
shall maintain copies of all determinations of nonsignificance 
filed, determinations of significance filed, and copies of all 
environmental impact studies prepared by the agency, 
excluding drafts, for a period of six years. The division of 
facilities engineering and architectural services program shall 
also maintain current SEPA statutes and administrative 
codes; current directives and regulations; department SEPA 
policies, procedures, and correspondence; and blank forms 
for determinations, environmental checklists, and others as 
required. 

(3) When the department of ((generat-eadministration)) 
enterprise services is the lead agency, the operational respon- 
sibility for determining if the department's involvement is an 
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"action" and if the department's "action" is "exempt" shall be 
controlled by the designated division. 

(4) The designated division shall review and agree or 
disagree with all project or program exemptions, environ- 
mental checklists and determinations of nonsignificance or 
significance initiated within the department. In the event that 
there is disagreement with the initiator of the project, the 
decision of the responsible official, designated division, shall 
be final. 

(5) The department's responsibilities as consulted agency 
will be coordinated by the designated division. When the 
department of ((generaladministratien)) enterprise services 
is responding as the consulted agency to a draft EIS, DNS, or 
DS; and when specific contents of an EIS impacts a particular 
division of the department of (( 
enterprise services, then that EIS will be sent to the affected 
division director for review and response. The affected divi- 
sion's response comments and/or recommendation will then 
be incorporated into the overall department response and sent 
to the department of ((generatedministratien)) enterprise ser- 
vices responsible official for final approval. 

(6) Any decision of the responsible official, designated 
division, shall be final until such time as it is superseded by 
the director, department of ((generaladministratien)) enter- 
prise services. 

(7) The final threshold determination of final EIS of the 
responsible official may be appealed to the director of the 
department of ((generaladministratien)) enterprise services 
within thirty days of notice of such determination or final 
EIS. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-120-260 Standards for operations—State 
risk manager—Expense and operating cost fees. (1) The 
state risk manager shall fix state risk manager assessment 
fees to cover expenses and operating costs of the state risk 
manager's office in administering chapter 48.64 RCW. Such 
fees shall be levied against each joint property and liability 
self-insurance program regulated by chapter 48.64 RCW. 
Services covered by the state risk manager fees will include 
program reviews, monitoring and continuing oversight. 

(2) The state risk manager fees shall be paid by each joint 
self-insurance program formed under this chapter to the state 
of Washington, (office of financialmanagement)) depart- depart- 
ment of enterprise services within sixty days of the date of 
invoice. Any joint self-insurance program failing to remit its 
fee when due is subject to denial of permission to operate or 
to a cease and desist order until the fee is paid. 

(3) A joint self-insurance program that has voluntarily or 
involuntarily terminated shall continue to pay an administra- 
tive fee until such time as all liabilities for unpaid claims and 
claim adjustment expenses and all administrative responsibil- 
ities of the joint self-insurance program have been satisfied. 

(4) The state risk manager shall assess each prospective 
joint self-insurance program an initial investigation fee at a 
rate determined annually by the state risk manager. Such fee 
shall be sufficient to cover the costs for the initial review and 
approval of that self-insurance program. 
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AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-130-001 Authority. Pursuant to the author- 
ity granted by RCW ((434949364, 43.1919368)) 43.19.- 
760, 43.19.781, and 43.17.060, the director of the department 
of ((generaledministratien)) enterprise services establishes 
the following risk management standards to be followed by 
all state agencies on flood mitigation. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-130-013 Definitions. (1) "Agency" or "agen- 
cies" as used in this section means all Washington state agen- 
cies, boards, commissions, and all state institutions of higher 
education. 

(2) "Development" means any man-made change to 
improved or unimproved real estate((;)) including, but not 
limited to: Buildings or other structures, mining, dredging, 
filling, grading, paving, excavation, or drilling operations. 

(3) "Facility" means something built to serve a particular 
function other than a structure. 

(4) "New construction," for flood plain management pur- 
poses, means structures for which the start of construction 
commenced on or after the effective date of this regulation, 
WAC ((236+400-00 1 threueh236100-016)) 200-130-001 


through 200-130-016. 
(5) "Property" or "properties" refer to state-owned devel- 


opments, structures, facilities, and/or the contents of the 
structure in which the state has an interest. 

(6) "Risk manager" means the ((assistant director ofthe 
office of tisk management)) state risk manager, department 


of ((generalLadministratien)) enterprise services, or his/her 
designee. 


(7) "Special flood hazard areas" refers to areas subject to 
inundation by a flood having a one percent or greater proba- 
bility of being equaled or exceeded during any given year. 
This flood, which is referred to as the one hundred-year flood 
or the base flood, is the national standard on which the flood 
plain management and insurance requirements of the 
National Flood Insurance Program are based. Special flood 
hazard areas and one hundred-year flood plains are identified 
on flood insurance rate maps developed and issued by the 
Federal Emergency Management Agency. 

(8) "Structure" means a walled and roofed building, 
including any gas or liquid storage tank, ((that)) which is 
principally above ground and affixed to a permanent site. 

(9) "Substantial improvement" means any repair, recon- 
struction, or improvement of a structure, the cost of which 
equals or exceeds fifty percent of the fair market value of the 
structure either: 

(a) Before the improvement or repair is started; or 

(b) If the structure has been damaged and is being 
restored, before the damage occurred. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-130-014 Responsibilities of each state 
agency. (1) Each state agency is responsible for reducing the 
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liability and costs associated with flood damage to its state- 
owned property, both real and personal; 

(2) When a proposal or project is initiated for the acqui- 
sition, development, and/or the construction of state-owned 
structures or facilities, the agency initiating the proposal shall 
determine the flood plain exposure and the fiscal impact of 
locating state-owned properties within special flood hazard 
areas; 

(3) If the project or proposal for development, new con- 
struction, or substantial improvement is within a one hun- 
dred-year flood plain and/or special flood hazard area, then 
the initiating agency must include such information in its 
funding request to the office of financial management and 
shall include a statement that the project or proposal meets 
the requirements of WAC ((236-+60-645)) 200-130-015 or 
shall include a copy of the written exemption granted by the 
state risk manager; and 

(4) It is the responsibility of each agency to establish and 
issue the necessary policies or procedures to assure that these 
flood plain management standards for state-owned and leased 
properties are carried out within their respective agency. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-130-015 Flood mitigation standards. (1) 
When planning the location, acquisition, and/or construction 
of state-owned developments, structures, or property, one 
hundred-year flood plains and special flood hazard areas, as 
identified on flood insurance rate maps or by other available 
sources, shall be avoided whenever feasible. 

(2) If it is necessary to locate, acquire, and/or construct 
state-owned developments, structures, new construction, or 
substantial improvements within one hundred-year flood 
plains and/or special flood hazard areas, agencies must then 
adhere to the regulations of the National Flood Insurance 
Program (44 C.F.R. Ch. 1). 

(3) In addition to subsection (2) of this section, for all 
new construction and substantial improvements, both within 
and outside of any one hundred-year flood plain and/or spe- 
cial flood hazard area, the elevation of the lowest floor, 
including the basement, shall be at least the greater of either: 

(a) One foot above the one hundred-year flood elevation; 
or 

(b) At the five hundred-year flood elevation. 

To achieve this flood protection, state agencies shall, when- 
ever feasible, locate structures outside of one hundred-year 
flood plains and special flood hazard areas rather than filling 
in land within one hundred-year flood plains and/or special 
flood hazard areas. 

(4) Developments, new construction, or substantial 
improvements which do not meet the requirements of subsec- 
tions (2) and/or (3) of this section must receive an exemption 
as specified in WAC ((236-400-016))) 200-130-016(2). 

(5) For leased structures with state-owned contents, 
agencies shall avoid one hundred-year flood plains and/or 
special flood hazard areas, whenever feasible. If it is neces- 
sary for agencies to lease property within one hundred-year 
flood plains and/or special flood hazard areas, then such 
leased structure or structures and related development shall 
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meet the minimum requirements of the National Flood Insur- 
ance Program. Exemptions from these requirements for 
leased property must be obtained from the office of risk man- 
agement pursuant to WAC ((236+00-946@)})) 200-130- 
016(2). 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-130-016 Exemptions. (1) Exemptions from 
the elevation requirements of WAC ((236-400-945))) 200- 
130-015(3) are granted automatically for: 

(a) Facilities where their use and purpose require con- 
struction below one hundred-year flood plains and/or special 
flood hazard areas (e.g., fish pens, fish ladders, holding 
ponds, dams, etc.); 

(b) Roads, bridges, and highway facilities. 

(2) All other exemptions from the elevation require- 
ments of WAC ((236+400-045)) 200-130-015 must be 
granted by the department of ((generaladministratien)) enter- 
prise services, office of risk management. Agencies seeking 
an exemption must submit a purpose and use statement, 
including an explanation of why and how the structure, 
development, or substantial improvement will not comply 
with these flood mitigation standards. This information must 
be submitted in writing to the Risk Manager, Department of 


(( 

Building P-0-Bex 40427 Olympia, 
Washineten8504)) Enterprise Services, 1500 Jefferson 
Street S.E., MS: 41466, Olympia, WA 98504-1466. These 
requests will be reviewed on a case-by-case basis, and the 
risk manager will issue a letter of exemption no later than 
fourteen days after receipt of such request, if in his/her sole 
discretion it is appropriate to do so. 

Denials of any exemptions may be appealed in writing to 
the Director of the Department of ((General Administration, 
24+8-General Administration Beding MS: AX22, i 
Washingeten8504)) Enterprise Services, 1500 Jefferson 
Street S.E., MS: 41401, Olympia, WA 98504-1401 within 
thirty days of the date of the denial letter. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-200-001 Promulgation. Pursuant to the 
authority granted by ((ehapters43946.0846-55_and 
79-24)) RCW 43.19.011, 46.08.150, and 79.24.720, the direc- 
tor of the department of ((generaladministration)) enterprise 
services hereby establishes the following regulations to gov- 
ern pedestrian and vehicular traffic and parking upon state 
lands which are a part of the state capitol grounds. These reg- 
ulations apply to ((vebieles-owned bythe state-and anyother 

unit eragencyaswellas_te-_privateh- owned) ) 
all people and all vehicles. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-200-015 Definitions. As used in this chapter, 
the following terms shall mean: 
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(1) "Director" defined. The director of the department of 
((generalLadministration)) enterprise services. 

(2) "Impound"/"impoundment" defined. To take and 
hold an unauthorized vehicle in legal custody at the direction 
of the director or designee, subject to the procedures outlined 
in this chapter and in chapter 46.55 RCW. Such definition 
includes towing of an unauthorized vehicle. 

(3) "Presiding officer" defined. Pursuant to RCW 
34.05.485, a "presiding officer" is an individual(s) who is 
appointed by the director to preside over administrative hear- 
ings and render a decision regarding the suspension or revo- 
cation of parking privileges and removal, suspension, or 
revocation from parking waiting list under this chapter. 

(4) "Reviewing officer" defined. Pursuant to RCW 
34.05.491, a "reviewing officer" is an individual(s) who is 
appointed by the director to review the decisions by the pre- 
siding officer and is authorized to grant appropriate adminis- 
trative relief upon review. 

(5) "State capitol grounds" defined. Those grounds 
owned by the state and otherwise designated as state capitol 
grounds, including the west capitol campus, the east capitol 
campus, Sylvester Park, the Old Capitol Building and Capitol 
Lake, ways open to the public and specified adjoining lands 
and roadways. 

(6) "Unauthorized vehicle defined." An "unauthorized 
vehicle" is a vehicle which is parked for any length of time on 
state capitol grounds and: 

(a) Does not display the permit required for that area; 
and/or 

(b) Is not otherwise authorized to park in that area; and/ 


or 

(c) Is parked in a metered parking area for a consecutive 
period longer than the time permitted for parking in that area; 
and/or 

(d) Is parked in a metered parking area with insufficient 
payment to use the space it occupies; and/or 

(e) Is parked in a parking space designated for disabled 
individuals and such vehicle does not display a valid special 
license plate or placard; and/or 

(f) Is parked in a parking space reserved for use by 
another vehicle; and/or 

(g) Is parked in an area not designated for parking. 

(7) "Vehicle" defined. All mechanical transportation 
devices defined as vehicles in the motor vehicle laws and of 
the state of Washington including motorcycles and motor- 
driven cycles. 

(8) "Way open to the public defined." Any road, alley, 
lane, parking area, parking structure, path, or any place pri- 
vate or otherwise adapted to and fitted for travel that is in 
common use by the public with the consent expressed or 
implied of the owner or owners, and further shall mean public 
play grounds, school grounds, recreation grounds, parks, park 
ways, park drives, park paths. 

(9) "Employee defined." Any person assigned to a state 
facility, including state employees and the staff of vendors, 
concessionaires, contractors and consultants, who are per- 
forming duties that are similar to the duties of state employ- 
ees or that are in direct support of the state agency functions 
performed at the facility. 
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(10) "Disabled defined." Any person who has made 
application to the department of licensing ((Htaceerdance 
with WAC308-96A-310-)) and displays a valid permit ((#3 
accordancewith WAC 308-96A-310 and 308-96A-345)). 


(11) "Visitor defined." Any person parking at a state 
facility who is not employed at that facility. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-200-080 Regulatory signs and directions. 
Pedestrians and drivers of vehicles shall obey regulatory 
signs posted by the director. Pedestrians and drivers of vehi- 
cles shall also comply with directions given in the control and 
regulation of traffic by uniformed state patrol officers and 
department of ((generaladministratien)) enterprise services 
parking controllers. No person shall move or alter any sign, 
barricade or other structure used for traffic and/or parking 
regulation, including painted stripes or marking utilized in 
traffic and parking control, without the authorization of the 
director. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-200-175 Skateboarding prohibited. Skate- 

boarding 1 is prohibited on the state capitol grounds((-as 

s)) including, but not limited 

to, the streets, sidewalks, walkways, walls, raised structural 

elevations, east capitol campus plaza, parking structures, lots 

and ramps, other paved surfaces of the state capitol grounds 
and any other structure or part thereof. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-200-180 Violation—Penalty. Violation of 
any of the provisions contained in WAC ((23642+1609,236- 
412-470,23612-1H1,0£236-412-445)) 200-200-160, 200-200- 
170, 200-200-171, or 200-200-175 shall constitute a traffic 
infraction which is subject to the jurisdiction of the Thurston 
County district court. Violators shall be ticketed by the 
Washington state patrol. The fine for violating any of these 
skateboarding regulations shall be twenty-five dollars. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-200-18003 Skating prohibited. Skating is 
only permitted on the state capitol grounds on streets and 
sidewalks as long as the skating activity does not interfere in 
any manner with efforts to conduct state business or pedes- 
trian and vehicle traffic. Skating, as defined in WAC ((236- 
4+2—8095)) 200-200-18005, is specifically prohibited on 
stairs, curbs, walls, raised structural elevations, monuments, 
parking garages, ramps, railings and any structure or part 
thereof. 


Skating activities taking place during the hours of dark- 
ness require the skater to wear reflective-type clothing. 
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AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-200-18007 Violation—Penalty. Violation 
of WAC ((23642-489093)) 200-200-18003 shall constitute a 
traffic infraction which is subject to the jurisdiction of Thur- 
ston County district court. Violations shall be ticketed by the 
Washington state patrol. The fine for violating WAC ((236- 
42-48963)) 200-200-18003 shall be twenty-five dollars. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-200-290 Parking fees. (1) The fees for rental 

parking shall be set by the director ((efthe-department-of 
Ladmini 168): 

(a) Adjustments to the fees may be made at the discretion 


of the director ((efthe-department-of generaledministra- 
tion). 

(b) The director will establish a fee schedule for parking 
spaces/areas and will ((keep-sueh_fee-sehedule-on file inthe 
director's-office_of the Department ef General Administra- 


tien, P-OBex 41000; Olympia, Washington 98504-1000 and 
witt)) make it available ((te-any-persen-apen+request)) on the 


department's web site. 


(2) In determining whether to adjust rental parking fees, 
the director will consider one or more of the following fac- 
tors: 

(a) Parking facility costs; 

(b) Available commuting alternatives; 

(c) Change in the demand for parking facilities; 

(d) Transportation demand management requirements; 

(e) Market rates of comparable privately owned or leased 
property; and 

(f) Other circumstances as determined by the director, 
whereby a change in parking fees is necessary. 


(3) The director shall provide notice to state agency 
stakeholders and capitol campus parkers no later than sixty 
days prior to any proposed rental parking fees adjustment and 
provide a thirty-day comment period about the proposed 
parking fee increases. The director shall consider the com- 
ments in adopting adjustments to the rental parking fees. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-200-300 Monthly parking fee payments. 
Agencies and nonstate personnel will be billed by the parking 
office. Employee rental parking fees and any and all 
employee parking permit fees shall be by payroll deduction. 


a-formowhich will be completed 
and-submitted tothe Office of Parking Services, POBox 
41025—Olympia, Washington -985041025-)) The person to 


whom the permit is issued, upon termination of use of such 
permit, shall notify the parking office prior to such termina- 
tion of use. 
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AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-200-361 Suspension and/or revocation of 
parking privileges. Repeated use of assigned parking spaces 
by unauthorized vehicles or for nonofficial purposes or for 
the storage of personal property and/or the repeated transfer 
of parking permits from one vehicle to another and/or being a 
repeat offender as defined in WAC ((23642-369)) 200-200- 
360 may result in the suspension or revocation of parking 
privileges. Violations may result in suspension and/or revo- 
cation of any permits issued to the violator and/or removal, 
suspension, and/or revocation from the parking waiting list 
for parking on state capitol grounds. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-200-370 Hearing rights—Suspension and/ 
or revocation of parking privileges or removal, suspen- 
sion, or revocation from parking waiting list. Any person 
or entity seeking to contest suspension and/or revocation of 
parking privileges or removal, suspension, or revocation 
from parking waiting list has a right to a hearing to contest the 
validity of those actions. Such request must be made in writ- 
ing and received in the office of parking services within 
twenty days of the date of notice or effective date of action or 
such right to a hearing is forfeited. Hearing requests must be 
submitted to: 


Office of Parking Services 

Department of ((General Administration) ) 
Enterprise Services 

P.O. Box 41025 

Olympia, WA 98504-1025 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-200-371 Hearing procedure—Suspension 
and/or revocation of parking privileges and removal, sus- 
pension, or revocation from parking waiting list. (1) Con- 
tested hearings held pursuant to WAC ((23642-379)) 200- 
200-370 shall be conducted as brief adjudicative proceedings 
according to RCW 34.05.482, 34.05.485, 34.05.488, 34.05.- 
491 and 34.05.494. 

(2) Upon receipt of a written request for a hearing, the 
presiding officer shall provide the contesting party an oppor- 
tunity to be informed of the agency's view of the matter and 
an opportunity to explain the contesting party's view of the 
matter. 

(3) Within ten days of this opportunity, the presiding 
officer shall serve upon the contesting party and the agency, 
a brief written statement of the reasons for the decision. Such 
statement shall include notice that the contesting party may 
request an agency administrative review of that decision. The 
contesting party must request such review either orally or in 
writing within twenty-one days of service of the written state- 
ment. Service is deemed to be completed upon deposit in the 
United States mail as evidenced by the postmark. 

(4) If no agency review is so requested by the contesting 
party, the agency may, on its own motion, review the brief 
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written statement of the presiding officer. Action less favor- 
able to the contesting party may not be taken by the review- 
ing officer without notice to that party and an opportunity to 
explain that party's view of the matter. 


(5) If no review is taken by the agency or by the contest- 
ing party, then the brief written statement of the presiding 
officer becomes the final order and no further administrative 
or judicial review is available. 


(6) If review is requested, the reviewing officer shall 
give the contesting party and the agency an opportunity to 
present their respective views of the matter. Within twenty- 
one days of receipt of the request for review, the reviewing 
officer shall issue a final order which includes a brief state- 
ment of the reasons for the decision. The final order shall 
include notice of any judicial review available under the 
Administrative Procedure Act, chapter 34.05 RCW. 


(7) Any of the time limits set forth in this hearing process 
may be waived by the contesting party. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-200-435 Camping on state capitol 
grounds. Camping on the state capitol grounds is prohibited 
unless permitted by the director ((ofthe-department of gen- 
eraLadministratien)). Camping means arranging any type of 
structure, shelter or bedding, or parking a vehicle, for pur- 
poses of habitation. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-200-440 Permits for demonstrations, 
parades, processions. In order not to disrupt the orderly flow 
of pedestrian or vehicular traffic on the state capitol grounds, 
a person or group of persons desiring to conduct a demonstra- 
tion, parade or procession of seventy-five or more people on 
the state capitol grounds shall apply to the department for a 
permit using the process outlined in chapter ((236-+7)) 200- 
200 WAC. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-210-001 Promulgation. Pursuant to the 
authority granted by chapters 46.08 and 43.19 RCW, the 
director of the department of ((generaladministration)) enter- 
prise services hereby promulgates the following rules and 
regulations with respect to Capitol Lake and its adjoining 
lands and roadways. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-210-020 Motorboats—Prohibitions. The 
operation of all motorboats is prohibited in the area of Capitol 
Lake north of the railroad trestle crossing said lake unless 
prior written authorization is first obtained from the director 


of ((generaladministration)) enterprise services. 
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AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-210-025 Water skiing, etc.—Prohibited. 
Water skiing and the use of surfboards or other similar 
devices pulled behind a motorboat is prohibited on all areas 
of Capitol Lake unless prior written authorization is first 
obtained from the director of ((generaladministration)) enter- 
prise services. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-210-030 Launching sites—Motorboat 
routes. All boats which shall be operated on Capitol Lake 
shall be launched only at designated launching sites approved 
by the director of ((generaladministratien)) enterprise ser- 
vices. If a motorboat is launched at any designated site north 
of the railroad trestle from which a motorboat is authorized to 
be launched, it shall proceed to the area wherein the operation 
of motorboats is permitted through designated approach 
channels only. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-210-060 Use of roadways. All buses, trucks, 
cargo trailers and similar equipment which exceed a five-ton 
load limit and similar heavy duty vehicles are prohibited 
from traveling on the ((West)) Deschutes Parkway Road and 
other roadways posted for restrictive use. This provision shall 
not apply to public transportation vehicles. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-210-100 Muffling device required. The 
exhaust of every internal combustion engine used on any 
motorboat shall be muffled by an efficient muffling device or 
system which reasonably muffles the noise of the exhaust. 
The use of a cutout, bypass, or similar muffler elimination 
device, is prohibited, except when used by motorboats com- 
peting in a regatta, race, or other special event, or on trial runs 
and tuneups therefor, for which prior written authorization 
has first been obtained from the director of ((generaledmin- 
istratien)) enterprise services. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-210-110 Docks, floats, piers, etc—Speed. 
No person shall operate any motorboat at any time on Capitol 
Lake at a rate of speed in excess of five miles per hour within 
a distance of fifty feet from the shore or from any float, dock, 
pier, or other similar installation bordering on or placed in 
Capitol Lake unless prior written authorization is first 
obtained from the director of ((generaladministration)) enter- 
prise services. 
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AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-210-120 Application of algaecides, etc. No 
person shall deposit or apply in any manner any algaecide, 
weedicide or pesticide in the waters of Capitol Lake or to the 
immediate shoreline thereof, without first obtaining the prior 


written approval of the director of ((generaltadministration)) 


enterprise services. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-220-010 Purpose. These rules guide the use 
of the public areas of the capitol buildings and grounds by the 
public for free speech and assembly activities, for commer- 
cial activities, and for private activities. ((Generaladministra- 
tien's)) Enterprise services' objective is to balance the con- 
duct of government business, public access and expression, 
and the stewardship of the historic capitol buildings and 
grounds. These rules are not applicable to the conduct of gov- 
ernment. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-220-020 Nondiscrimination. ((Generat 
administratien)) Enterprise services will not discriminate in 
the application of these rules on the basis of race, religion or 
creed, color, national origin, age, disability, the use of a ser- 
vice animal, marital status, veteran's status, sexual orientation 
or gender identity, or political viewpoint. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-220-030 Definitions. For purposes of these 
tules, these words or phrases have the following meaning: 

(1) "Activity" means one or more people gathering for a 
common purpose or cause. 

(2) "Applicant," "I," "you" or "your" refers to any per- 
son(s) or organization(s) seeking permission to use the public 
areas of the capitol buildings and grounds. 

(3) "Banners and signs" means pieces of material pre- 
sented publicly to display a message, slogan, advertisement, 
or other similar information. Government-recognized flags 
are not considered banners or signs for purposes of these 
tules. 

(4) "Capitol buildings and grounds" means those build- 
ings and grounds over which the department of ((generat 
administration)) enterprise services exercises custody and 
control under RCW 43.19.125. 

(a) "Buildings" means enclosed buildings and adjoining 
structures. Buildings include, but are not limited to, the Leg- 
islative Building, the Temple of Justice, the Old Capitol 
Building, and the Natural Resources Building. 

(b) "Grounds" means exterior spaces including, but not 
limited to, walkways, plazas, lawns, plantings and parks. 

The grounds include such locations as the capitol cam- 
pus, Heritage Park, Marathon Park, Centennial Park, Sylves- 
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ter Park, the surface and shores of Capitol Lake, and 
Deschutes Parkway. 


(5) "Commercial activity" means an activity that pro- 
motes, creates, or exchanges commercial products or ser- 
vices. Commercial activities include, but are not limited to, 
advertising, fund-raising, buying or selling any product or 
service, encouraging paid membership in any group, associa- 
tion or organization, or the marketing of commercial activi- 
ties. Commercial activities do not include such activities by 
or for government entities. 


(6) "Director" means the director of the department of 
((generalLadministratien)) enterprise services. 


(7) "Exhibit" or "display" means an object or collection 
of objects presented publicly with the intention to communi- 
cate facts, a particular impression, a viewpoint or an opinion. 
Exhibits or displays include, but are not limited to, paintings, 
sculpture, ceramics, photographs, video or computer screens, 
informational booths and tables, or other similar objects and 
arrangements. Exhibits and displays do not include equip- 
ment used in the performance of medical or therapeutic ser- 
vices during a permitted activity, such as a blood drive, deliv- 
ering flu shots, or administering a therapeutic massage. 


(8) "Free speech and assembly activity" means an activ- 
ity for the purpose of communicating information or ideas to 
others that will draw the attention, attendance, or participa- 
tion of others. Free speech and assembly activities include, 
but are not limited to, assemblies, marches, rallies, perfor- 
mances, community events, press conferences, demonstra- 
tions, celebrations, ceremonies, speeches and other similar 
expressive activities. 

(9) aA Geer pest atch) Enterprise services," 
"department," "us," or "we" refers to the department of ((gen- 
eraladministratien)) enterprise services 


(10) "Permit" means a written er issued by the 
department of ((generaledministratien)) enterprise services 
authorizing the use of public areas of the capitol buildings 
and grounds as required by these rules. 


(11) "Private activity" means an activity sponsored by a 
private individual, business or organization that is not open to 
the general public. Private activities include, but are not lim- 
ited to, banquets, receptions, award ceremonies, weddings, 
concerts, dances, and seminars. 


(12) "Public area" means those areas of the capitol build- 
ings and grounds that are generally open to the public, such as 
a building's primary public entrance lobby; rotundas and 
adjoining public mezzanines; and exterior plazas and lawns. 
Public areas do not include offices, meeting rooms, and other 
work areas that are ordinarily reserved for or primarily 
devoted to conducting the business and operations of state 
government; the governor's mansion; and any area which is 
identified by a sign pursuant to WAC ((236-42-456)) 200- 
200-450 indicating that the area is not open to the public. 

(13) "Service animal" means an animal, including guide 
dogs, trained to do work or perform tasks for the benefit of a 
person with a disability, as defined by applicable state and/or 
federal laws. 
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AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-220-120 What information do I have to 
provide? (1) On your application, you must provide the fol- 
lowing information: 

(a) Your name, mailing address, and a current e-mail 
address or telephone number. 

(b) Your desired date, time, duration, and location for 
your activity. 

(c) A description of the nature and type of activity. 

(d) An estimate of the number of people who will attend 
your activity. 

(e) A description of any equipment or gear to be used for 
your activity. 

(2) We may also require additional information, includ- 
ing but not limited to: 

(a) Any special consideration or accommodations being 
requested; and 

(b) Any services provided by (( 
enterprise services that you will need and for which there are 
fees. These may include, but are not limited to, custodial ser- 
vices, sound or electrical equipment set-up or tear-down, or 
temporary amenities such as speaker stands, tents, platforms, 
stages, or chairs. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-220-140 How will ((general-administra- 
tien)) enterprise services make a decision on my applica- 
tion? First priority for the use of capitol buildings and 
grounds is for state government activities. If there would be 
no conflict with state government activities, we will process 
permit applications for other uses on a first-come, first-served 
basis. 

We will also consider whether your requested activity 
complies with our general use requirements (WAC ((236++ 
200- through 23617-289)) 200-220-200 through 200-220- 
280) and any other applicable requirements set forth in this 
chapter. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-220-150 How can I appeal a denial of my 
application? To appeal a denial of your application, you 
must submit your appeal in writing to the director of ((generat 
administratien)) enterprise services within five full working 
days of the date of denial. Your appeal must state why you 
think the application was improperly denied. 

The director will issue a decision on the appeal in writing 
within three full working days of receiving it, and this will be 


the final decision of the department of ((generaladministra- 


tion)) enterprise services. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-220-210 ((Generaladministratioen)) Enter- 
prise services may set reasonable time, place, and manner 
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limits on activities. We may establish reasonable time, place, 
and manner restrictions for use of the public areas of the cap- 
itol buildings and grounds, according to design, health, 
safety, operational or other such considerations. We may 
make further details about such reasonable time, place, and 
manner restrictions available for public inspection during 
normal business hours or post them where appropriate. These 
may include, but are not limited to: 

(1) Time and duration available for use; 

(2) The maximum number of people or vehicles allowed 
at any particular location for any given time or period; and 

(3) Locations available for use. 

We will not permit an activity that would conflict with 
the date, time, or location of a previously permitted activity. 
We may recommend to you other options for dates, times, or 
locations if your request would conflict with a previously 
permitted activity. 

No exhibits or displays may be placed in, or posted or 
affixed to, any capitol building. 

Banners and signs may be used during an activity in a 
capitol building only if they are handheld and not affixed to 
sticks or poles. We will allow you to post way-finding signs 
during your permitted activity, subject to reasonable time, 
place, and manner limits. 

You may place or post banners, signs, exhibits or dis- 
plays on the capitol grounds. Such items must be removed at 
the end of the activity. Such items must identify the sponsor 
and contain a disclaimer stating that the items are not owned, 
maintained, promoted, or supported by or associated with the 
state. The state assumes no liability for loss or damage to 
such items. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-220-270 ((Generaladministratien)) Enter- 
prise services may cancel a permit. We may cancel your 
permit at any time if your activity does not comply with any 
applicable laws and rules or the terms of the permit. If your 
permit is canceled and you persist in your activity, you may 
be subject to appropriate law enforcement action. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-220-280 ((Generaladministratien)) Enter- 
prise services may limit use at any time due to unforeseen 
operational circumstances. We reserve the right to cancel a 
permit or limit use of the public areas of the capitol buildings 
and grounds at any time due to unforeseen operational cir- 
cumstances, including, but not limited to, urgent security 
concerns, emergency repairs, or other necessary state govern- 
ment activities. We will make reasonable efforts to alleviate 
the effects of such circumstances on permitted activities. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-220-310 There is no fee for free speech and 
assembly activity permits. There is no fee for a permit for 
free speech and assembly activities. However, you may be 


Washington State Register, Issue 15-23 


responsible for paying for any services provided by ((generat 
administration)) enterprise services that you will need (such 
as for equipment set-up or custodial services). In order to 
manage our services effectively, you must submit your 
request for our services at least five full working days prior to 
your activity, regardless of when you submit your permit 
application for your activity. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-220-320 ((Generaladministration)) Enter- 
prise services may set reasonable time, place, and manner 
limits on free speech and assembly activities. We may set 
reasonable time, place, and manner limits on free speech and 
assembly activities in the public areas of the capitol buildings 
and grounds, according to design, health, safety, operational 
or other such considerations. These may include, but are not 
limited to, limits designated by the director under WAC 
((23647246)) 200-220-210. 


Free speech and assembly activities may not exceed 
fourteen consecutive calendar days in duration. We may set 
further limits on duration in order to accommodate and man- 
age the many activities and visitors that come to the capitol 
buildings and grounds. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-220-410 Private and commercial activities 
may be charged applicable fees. ((Generatadministration)) 
Enterprise services will establish a fee schedule for permits 
for private and commercial activities and make the fee sched- 
ule available for public inspection. You are also responsible 
for paying for any services provided by ((generalLadministra- 
tien)) enterprise services that you will need (such as for 
equipment set-up or custodial services). In order to manage 
our services effectively, you must submit your request for our 
services at least five full working days prior to your activity, 
regardless of when you submit your permit application for 
your activity. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-220-420 ((Generaladministratioen)) Enter- 
prise services may set reasonable time, place, and manner 
limits on private and commercial activities. We may set 
reasonable time, place, and manner limits on private and 
commercial activities in the public areas of the capitol build- 
ings and grounds, according to design, health, safety, opera- 
tional or other such considerations. These may include, but 
are not limited to, limits designated by the director under 
WAC ((236-44-246)) 200-220-210. 

Private and commercial activities may not exceed four- 
teen consecutive calendar days in duration. 

Private or commercial sales, solicitation, or fund-raising 
activities are not permitted in the public areas of capitol cam- 
pus buildings. 
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We may designate locations on the capitol grounds for 
private or commercial sales, solicitation, or fund-raising 
activities. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-220-430 ((Generaladministratien)) Enter- 
prise services may require additional conditions for pri- 
vate and commercial activities. We may require additional 
conditions for private and commercial activities through writ- 
ten contract or agreement, including, but not limited to: 

(1) Liability insurance covering the applicant and the 
activity; 

(2) Hold harmless and indemnification provisions; and 

(3) Information on your ability to finance, plan, and 
manage the activity in order to protect the normal conduct of 
state operations, the safety of people and property, and the 
condition and appearance of the capitol buildings and 
grounds. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-230-010 Purpose and authority. Pursuant 
to the authority granted by section 140(3), chapter 149, Laws 
of 1997, the director of the department of (( 
tration)) enterprise services hereby establishes the following 
tules governing the design and placement of major and minor 
works, to include commemorative works and other works of 
art, on state capitol grounds. The purposes of this chapter are 
as follows: 

(1) To ensure that major and minor works reflect sub- 
jects of lasting statewide significance for the people of Wash- 
ington. 

(2) To protect and maintain open space and preserve the 
natural views and vistas to and from the capitol, as envi- 
sioned by the Olmsted Brothers in their 1928 plan for the 
Washington state capitol grounds, and to conserve options for 
placement of works by future generations. 

(3) To ensure that proposals for commemorative works 
and works of art on state capitol grounds are evaluated using 
a deliberate process, acknowledging the unique state capitol 
environment in which they are to be placed. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-230-020 Roles, responsibilities, and defini- 
tions. As used in this chapter, the following definitions and 
roles apply: 

(1) "Proposing entity" - Any individual or group advanc- 
ing a proposal for placement of major or minor works on state 
capitol grounds. 

(2) "State capitol committee" (SCC) - As established in 
RCW 43.17.070. The state capitol committee grants final 
approval for all development plans for state capitol grounds 
including the master plan, and for the design and site of major 
works to be located on state capitol grounds. 

(3) "Capitol campus design advisory committee" 
(CCDAC) - As established in RCW 43.34.080(1): 
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The capitol campus design advisory committee is 
established as an advisory group to the capitol commit- 
tee and the director of ((generaladministratien)) enter- 
prise services to review programs, planning, design, 
and landscaping of state capitol facilities and grounds 
and to make recommendations that will contribute to 
the attainment of architectural, aesthetic, functional, 
and environmental excellence in design and mainte- 
nance of capitol facilities on campus and located in 
neighboring communities. 


The CCDAC is further directed in 43.34.080 (4)(e) to: 
. review plans and designs affecting state capitol 


facilities as they are developed. The advisory commit- 
tee's review shall include . . . (e) Landscaping plans 
and designs, including planting proposals, street furni- 
ture, sculpture, monuments, and access to the capitol 
campus and buildings. 


(4) "Director" - The director of the department of ((gen- 
eral administration) ) enterprise services. Under RCW 
43.19.125 the director"... . shall have custody and control of 
the capitol buildings and grounds. " The director provides pre- 
liminary reviews, evaluates proposals for major and minor 
works, and provides technical assistance to those proposing 
placement of major or minor works on state capitol grounds. 
The director approves minor works proposals. 

(5) "Department" - The department of ((generaladminis- 
tratien)) enterprise services. 

(6) "Washington state arts commission" (WSAC) - As 
established in RCW 43.46.005 through 43.46.095, and as 
specifically authorized in RCW 43.46.050: 


The commission shall meet, study, plan, and advise the 
governor, the various departments of the state and the 
state legislature and shall make such recommendations 
as it deems proper for the cultural development of the 
state of Washington. WSAC may undertake major 
works on the state capitol grounds as part of its respon- 
sibilities under chapters 43.46, 43.17 and 43.19 RCW. 
The site selection and criteria for these works shall be 
developed in compliance with the provisions of this 
chapter. 


(7) "State capitol grounds" - Those grounds as defined in 
WAC 236-12-015(5), as follows: 


Those grounds owned by the state and otherwise desig- 
nated as state capitol grounds, including the west capi- 
tol campus, the east capitol campus, Sylvester Park, the 
Old Capitol Building and Capitol Lake, ways open to 
the public and specified adjoining lands and roadways. 


and including the north capitol campus, Centennial Park, the 
Tumwater campus and the Lacey campus. 

(8) "West capitol campus" - Those state-owned grounds 
that constitute the state capitol grounds west of Capitol Way, 
including all of the grounds addressed in the 1928 Olmsted 
Brothers landscape plan for the state capitol grounds and the 
state capitol historic district, as designated in the National 
Register of Historic Places. 

(9) "East capitol campus" - Those grounds described in 
RCW 79.24.500 which includes the campus area north of 
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Maple Park (16th Avenue) and south of 11th Avenue, east of 
Capital Way and west of Interstate 5 and the Interstate 5 
entrance to the state capitol. 

(10) "North capitol campus"- Those state-owned 
grounds north of the west capitol campus and west of Colum- 
bia Street, south of Sth Avenue and east of the Deschutes 
Parkway around Capitol Lake to the Interstate 5 bridge. 

(11) "Tumwater campus" - Those state-owned grounds 
in the city of Tumwater bounded on the west by Interstate 5, 
on the north by Israel Road, on the east by Linderson Way 
S.W., and on the south by Airdustrial Way S.W. 

(12) "Lacey campus" - Those state-owned grounds in the 
city of Lacey, bounded on the north by Martin Way, on the 
west and south by Saint Martin's Park and Saint Martin's 
Abbey, and on the east by the Woodland Creek protection 
zone. 

(13) "Master plan" - The master plan for the capitol of 
the state of Washington. As used in this chapter, master plan 
includes any subcampus plans for state capitol grounds that 
describe in greater detail the planned development and use of 
the areas covered by the master plan. 

(14) "Major work" - Any statue, monument, sculpture, 
work of art, memorial, or other structural or landscape fea- 
ture, including a garden or memorial grove, of notable impact 
to viewers and to its surroundings. The impact of a work is 
defined by the combined effect of its subject matter, size, 
placement, and the degree to which it commands the environ- 
mental context into which it is set. Examples include the 
Winged Victory monument commemorating World War I, 
and the Tivoli Fountain. The term does not include any such 
item located within the interior of a structure. 

(15) "Minor work" - As determined by the director, a 
work of moderate or minimal impact to viewers and to its sur- 
roundings, defined by the combined effect of its subject mat- 
ter, size, placement, and ability to blend into or contribute to 
the planned character of its immediate environment. Exam- 
ples include individual or small groupings of plants such as 
trees or shrubs, benches and other campus furnishings, his- 
toric event or site plaques, small sculptural elements and 
artistic works. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-230-040 Administrative requirements for 
major and minor works on state capitol grounds. Prior to 
construction, proposing entities must execute an agreement 
with the department of ((generaledministration)) enterprise 
services that addresses the following administrative require- 
ments in proposals for major or minor works. 

(1) All development and installation costs, including 
required modifications and improvements to campus roads, 
sidewalks and utilities, shall be provided by the proposing 
entity. 

(2) The cost of new works shall be paid for by the pro- 
posing entity. Prior to construction or installation of an 
approved work, the director shall determine that the propos- 
ing entity has available sufficient funds to complete the proj- 
ect. The proposing entity shall also make provisions for cov- 
erage of all maintenance and repair costs throughout the exis- 
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tence of the work. This is commonly accomplished through 
an endowment fund estimated at ten percent of the original 
project cost, or may be set at an amount determined by the 
director. If a major or minor work is incorporated into a state- 
funded repair or improvement, an agreement will be negoti- 
ated between the proposing entity and the state specifying 
how the project costs including construction, maintenance 
and repairs will be shared. 


(3) Complete conservation records that include specific 
information on materials and sources used in the execution, 
methods of fabrication, installation specifications, recom- 
mended method and frequency of maintenance, shall be pro- 
vided to the state upon the completion of all new works. 


Upon final placement and completion of a work that has 
been designed for or donated to the state for display on state 
capitol grounds, the state shall become sole owner of the 
work. The original artist or designer holds no rights to any 
work commissioned, donated, or purchased for display on 
state capitol grounds, including reproduction, access, modifi- 
cation, relocation, resale, etc., unless such rights are specifi- 
cally allowed in formal written agreement between the direc- 
tor and the artist. 


The state reserves the right to relocate or remove any 
works. Relocation planning will include consultation with the 
original artist and interested parties whenever practical. 


Starting in 2030, following the centennial of the legisla- 
tive building completion, and every fifty years thereafter, the 
state shall conduct a review of all monuments and memorials 
on state capitol grounds and recommend removal and appro- 
priate disposition of those no longer meeting the criteria in 
WAC 236-18-030. The SCC shall approve all such actions. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-230-070 Guidelines for selecting designs 
for major works. Proposing entities must address the fol- 
lowing guidelines in proposing a design for a major work. 
Formal proposals prepared by proposing entities must 
include a description of how the design considers and 
responds to each of these guidelines. ((GA)) DES, CCDAC 
and SCC will use the following guidelines to evaluate and 
recommend or approve a final design selection. 


(1) Legibility and meaning. The intended message of the 
work shall be clear and understandable, regardless of its type 
or style. The work shall convey meaning of enduring value 
that will continue its significance for future generations. 

(2) Approachability and accessibility. Works shall be 
designed to permit people to engage with them: To have 
visual clues as to their location and to get close enough to be 
able to read them and examine details. Because major works 
often are gathering points, they shall be designed to meet 
Americans with Disability Act standards and, when neces- 
sary, provide such amenities as seating, paving, handrails, 
and ramps. 

(3) Materials. Materials shall be chosen for their durabil- 
ity, sculptural qualities, visibility, and maintainability. Con- 
sideration shall also be given to rhythm and harmony with the 
existing setting. 
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(4) Vulnerability. The design of major and minor works 
shall be conscious of the potential for vandalism and mini- 
mize the opportunity for intentional defacement or destruc- 
tion. 

(5) Climatic context. The design shall consider issues of 
sunlight and shade, wind, rain and the variety of Washington 
seasons. 

(6) Evening illumination. Major and minor works may 
be enhanced with night illumination integral to the work's 
design. Such illumination shall not conflict with other works, 
open space, buildings and their inhabitants, and the overall 
landscape. 

(7) Completion. Works that by their nature are not com- 
plete at the time of installation, such as those to which names 
or dates are to be added over time, are strongly discouraged. 

(8) Text and inscriptions. Lists of any kind are discour- 
aged. Text and inscriptions shall be meaningful to the broad- 
est possible audience. Inscriptions and text on monuments, 
works of art and related plaques shall be limited to interpre- 
tive information about the work itself or the subject it com- 
memorates. Dedication plaques shall be limited to name of 
the artist or designer, name of the proponent group, and the 
date completed or dedicated. The proposed use of donor tiles 
not defined as plaques shall be approved as part of the overall 
design of a work. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-230-080 Procedure for development and 
review of major works proposals. The department and the 
state capitol committee will follow a procedure for reviewing 
and evaluating major works proposed for placement on state 
capitol grounds, with the advice and assistance of the capitol 
campus design advisory committee and the Washington state 
arts commission. As appropriate, the department may also 
consult with the office of archeology and historic preserva- 
tion of the state department of community, trade and eco- 
nomic development, and with the department's state facilities 
accessibility advisory committee. 

(1) The purpose of the procedure is to: 

(a) Ensure that major works on state capitol grounds are 
carefully selected, designed, constructed and located to meet 
the criteria established in WAC 236-18-030 and address the 
guidelines provided in WAC 236-18-060 and 236-18-070; 

(b) Preserve open space as a complete, precious and pro- 
tected landscape feature of the state capitol grounds that 
invites public recreation and participation; 

(c) Preserve options for placement of works on state cap- 
itol grounds for future generations. To further this purpose 
the department and the SCC shall: 

(i) Encourage those proposing commemorative works to 
consider alternatives to monuments, such as groves, gardens, 
sculpture, fountains, and the naming of existing campus fea- 
tures; 

(ii) Strongly encourage groups with related or similar 
interests to combine their proposals; 

(iii) Encourage proposing entities to consider temporary 
works, or to consider temporary placement on state capitol 
grounds of works to be permanently located at other sites; 
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(iv) Cooperate with local authorities to develop opportu- 
nities for proposed works of significance to Washington state 
citizens which may be located outside the west campus of the 
state capitol grounds but within the capital community of 
Olympia, Tumwater and Lacey; 

(d) Provide instructions to guide proposing entities in 
developing successful major works proposals. 

(2) The procedure for development and review of major 
works proposals will follow the steps below. 

1. Proposing entity. 

a) Submits a preliminary proposal to the director for the 
development and placement of a major work on state capitol 
grounds. The preliminary proposal must describe: 

¢ The concept and subject matter; 

e How the proposal meets the criteria in WAC 236-18- 
030; 

e Preconceived design and site considerations, if any, to 
include size of the work; 

e A description of the kinds of activities the site and the 
work may need to accommodate (public gatherings or cere- 
monies, for example); 

e Anticipated cost and planned source of funding. 

b) Designates a single spokesperson for the proposing 
entity. 

2. Department of ((generatadministration (GA))) enter- 
prise services (DES). 

a) Provides advice and assistance as needed in under- 
standing and addressing the criteria in WAC 236-18-030 and 
makes available to proposing entities a copy of the master 
plan. 

b) Reviews the preliminary proposal to determine if it 
meets the criteria in WAC 236-18-030 and should proceed to 
step three. 

c) Informs the state capitol committee (SCC) of all pro- 
posals received and reviewed. 

3. ((GA)) DES director and spokesperson for the propos- 
ing entity. 

Provide an initial briefing to the members of the SCC on 
the preliminary proposal. The purpose of this briefing is to 
identify threshold issues or concerns with the proposing 
entity's concept, subject, or siting considerations. Capitol 
campus design advisory committee (CCDAC) members shall 
also receive initial briefings at this time. 

4. SCC. 

a) Grants approval to proceed with site selection (step 5); 


or 

b) Denies approval; or 

c) Refers the proposal to the CCDAC for review and 
advice; and/or 

d) Requests that the proposing entity reconsider aspects 
of their proposal. 

5. Proposing entity. 

Once preliminary proposal has been approved by the 
SCC, describes the conditions and characteristics of the pro- 
posed work that may affect its location, developing a set of 
criteria that describe a preferred setting and design. In the 
case of existing works, the criteria will relate only to the set- 
ting for the work. 
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6. ((GA=)) DES. 

a) Reviews appropriate subcampus plans to identify 
planned sites meeting the criteria developed by the proposing 
entity. ((GA)) DES will consult with the proposing entity, 
and may provide a campus tour, discuss possible locations, 
and point out any constraints or barriers to various locations. 

b) Selects a short list of sites that best meet the criteria. 

c) Establishes specific design and site development 
guidelines for each site. These specific guidelines describe in 
greater detail the opportunities or restrictions on design 
development that are unique to each site. 

7. CCDAC and WSAC. 

Review selected sites and the development guidelines 
established by ((GA)) DES. CCDAC and WSAC may meet 
together or separately. Either body may: 

a) Recommend revisions to ((GA's)) DES' site develop- 
ment guidelines; or 

b) Recommend that the proposing entity reconsider 
aspects of their preliminary proposal; or 

c) Offer recommendations for consideration by the SCC. 

8. ((GA)) DES director and spokesperson for the propos- 
ing entity. 

a) Brief the SCC on the sites and site development guide- 
lines. 

b) If the proposal is for a work yet to be selected or 
designed, the proposing entity also describes: 

* The selection/design process to be used; 

e Anticipated budget and source of funding; and 

e Preconceived design considerations within the context 
of the proposed sites. 

9. SCC. 

a) Grants site approval and, if the proposal is for place- 
ment of an existing work, authorizes the department to 
acquire the work; or 

b) Requests further consideration by ((GA)) DES and 
CCDAC. 

10. Proposing entity. 

a) Once the site has been approved by the SCC, begins a 
process to design or select the work if the proposed work is 
yet to be selected or designed. This step may take several 
forms: A design competition; selection from a list of appro- 
priate available works; selection of an artist or team which 
might include an artist, architect, or landscape architect who 
will design and produce a custom work. ((GA)) DES may 
provide assistance in this process. One representative of the 
department and one representative of the CCDAC shall be 
included in the proposing entity's selection process and final 
selection committee. The proposing entity is also encouraged 
to include a visual artist or other design professional as 
appropriate. 

b) Selects final design proposal or proposes a completed 
work. 

c) Submits a formal proposal to ((GA)) DES and the 
SCC that describes: 

e How the proposal meets the criteria in WAC 236-18- 
030; 

e How the proposal considers and responds to the guide- 
lines provided in WAC 236-18-060 and 236-18-070; 

e How the proposal addresses the administrative require- 
ments of WAC 236-18-040; and 
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e Scale drawings or illustrations. A scale model may also 
be provided. 

11. CCDAC, WSAC. 

Review the formal proposal, meeting together or sepa- 
rately, and make recommendations to the director and to the 
SCC. 

12. (GA)) DES director and spokesperson for the pro- 
posing entity. 

Present the formal proposal to the SCC for approval. 

13. SCC. 

a) Grants final approval; or 

b) Requests that the CCDAC, WSAC, and ((GA)) DES 
director continue to work with the proposing entity to rede- 
velop the proposal. 

c) May require future check points. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-330-010 Purpose and authority. This chap- 
ter of the Washington Administrative Code is adopted pursu- 
ant to chapter 98, Laws of 1982, which requires the director 
of the department of ((generaladministratien)) enterprise ser- 
vices to adopt by rule a procedure to prequalify contractors 
for inclusion on a small works roster established by the state 
agencies enumerated in section 2, chapter 98, Laws of 1982. 
The procedure set forth in this chapter shall be utilized by 
those agencies in establishing a small works roster. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-330-030 Contractors application form— 
Information required. Contractors desiring to be included 
on a small works roster established by a state agency pursuant 
to chapter 98, Laws of 1982, shall submit a completed appli- 
cation form on a form prescribed by the director, department 
of ((generatadministration)) enterprise services. Copies of 
the form may be obtained from the division of engineering 
and architecture and will contain the following information: 

(a) Name of contracting firm, including designation as 
corporation, partnership, sole proprietorship, or otherwise; 

(b) Address of contracting firm; 

(c) Telephone number of contracting firm; 

(d) State contractor's license number; 

(e) Indication of type of construction firm by categories 
enumerated; on the form. 

(f) State of Washington department of revenue tax num- 
ber; 

(g) An indication of those counties in which the contrac- 
tor is interested in being considered for projects; 

(h) Indication whether contractor is certified as a 
minority or women's business enterprise pursuant to chapter 
326-20 WAC. 

Upon receipt of the application, the agency shall enter 
the information set forth therein into its small works roster, 
and send a copy of the information which is entered to the 
applicant contractor. Contractors should not consider them- 
selves to be enrolled in a small works roster until they have 
received this verification. 
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It is the responsibility of the contractor to notify the 
agency of any incorrect information set forth on the notice of 
verification, and to notify the agency of any change in the 
information set forth in its application as such changes may 
occur from time to time. 


Chapter 200-360 WAC 


((OFMICE-OF SPATE PROCUREMEM*F)) 
SURPLUS PROPERTY OPERATIONS 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-360-015 Surplus property—Exceptions to 
disposal priorities. Excess and/or surplus property may be 
disposed of without offering to other state agencies if the 
director of ((generaladministration)) enterprise services 
determines that it is in the best interest of the state. In this 
event, the following guidelines will apply: 

(1) Items will be transferred or sold for reasonable cost if 
practical. 

(2) Items for which a reasonable cost cannot be obtained 
will be donated to a nonprofit organization (which is regis- 
tered under state law and exempt from federal income tax lia- 
bility) with an ongoing equipment rehabilitation program. 

(3) Recipients of donated items, if not designated by the 
director of ((generaladministration)) enterprise services, will 
be determined by ((state)) surplus property operations. 

(4) Successful donees will be notified by ((state)) surplus 
property operations and removal will be the responsibility of 
the donee. 

(5) Items that can be documented to have a higher over- 
head cost than can be realized from their sale, can, at the dis- 
cretion of the director of ((generatedministratien)) enterprise 
services, be scrapped or dumped if there is not an acceptable 
donee organization available. 

(6) All surplus actions, including those described in the 
regulation, will require submittal of ((the-apprepriate-surphis 
decument form to-senerat administration)) a a property dis- 
posal request to enterprise services. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-360-020 Surplus property—Intent of state 
surplus priorities. Surplus property purchased, transferred 
or donated pursuant to the priorities of WAC ((236-48-496)) 
200-360-010 (1) through (5) is intended for the sole use of the 
purchaser, transferee or donee. Entities with priority under 
WAC ((236-48-498)) 200-360-010 (1) through (5) shall not 
profit from the immediate resale of surplus property. 

The director of ((generaladministratien)) enterprise ser- 
vices may take action against accounts in arrears or priority 
buyers who do not comply with the intent of this section. An 
account is in arrears when it is sixty days past due or ninety 
days past issuance of invoice. Such action includes, but is not 
limited to, cancellation or suspension of shopping privileges, 
cancellation or suspension of priority shopping status. 
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AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-360-040 Guarantee of quality, etc., state 
responsibility for—Surplus property. All sales of surplus 
property are "as is," and the state takes no responsibility for 
and makes no guarantees with respect to items sold: Pro- 
vided((;)) that the state shall make a statement of the condi- 
tion of the merchandise, including major known defects, 
before sale. No sale shall be invalid due to defects discovered 
after sale which may have been discovered by a reasonable 
inspection of the property before sale. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-500-030 Approval of distinctive insignia. 
Agencies may request approval of a distinctive insignia ((Her 
use})) for use in lieu of the state seal in marking vehicles. A 
standard decal must include the words "State of Washing- 
ton," agency's name and "for official use only." The request 
for approval shall be sent to ((the)) the director of ((generat 
administration) ) enterprise services. A scale drawing in color, 
or other example, shall accompany the request. The director 
or designee will approve or deny the request ((fand})) and 
notify the agency. 


AMENDATORY SECTION (Amending WSR 11-23-093, 
filed 11/17/11, effective 11/17/11) 


WAC 200-500-040 Exceptions to marking require- 
ments. (1) Requests for exceptions shall be forwarded to the 
director of ((generatadministratien)) enterprise services by 
the head of the agency owning or controlling the vehicle. 
Requests for exceptions normally will not be granted unless 
the vehicle is used more than 50% of the time for law 
enforcement, confidential public health work, public assis- 
tance fraud or support investigative purposes. 


(2) Vehicles leased or rented on a casual basis for a 
period less than ninety days and not issued a state exempt 
license plate need not be marked. 

(3) Vehicles issued confidential license plates under the 
provisions of section 2, chapter 169, Laws of 1975 1st ex. 
sess. and chapter 46.08 RCW, are exempt from marking 
requirements. 


REPEALER 


The following chapters of the Washington Administra- 
tive Code are repealed: 


Chapter 200-350 WAC Facilitation of private investment in 
energy conservation for state- 
owned facilities 

Reviser's note: The typographical errors in the above section occurred 
in the copy filed by the agency and appear in the Register pursuant to the 

requirements of RCW 34.08.040. 
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REPEALER 


The following chapters of the Washington Administra- 
tive Code are repealed: 


Chapter 200-400 WAC Energy efficiency services account 


Reviser's note: The typographical errors in the above section occurred 
in the copy filed by the agency and appear in the Register pursuant to the 
requirements of RCW 34.08.040. 


WSR 15-23-065 
PERMANENT RULES 
GAMBLING COMMISSION 
[Order 716—Filed November 13, 2015, 3:04 p.m., effective December 14, 
2015] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: The commissioners adopted a rule change 
which will save nonprofit licensees money and time by no 
longer requiring them to set up an endowment or a restricted 
trust fund when they want to accumulate excessive reserves 
to use for future capital projects or start new programs. Addi- 
tionally, the threshold amount for excessive reserves was 
increased from two to four million dollars at the suggestion of 
a licensee during a workshop. This allows licensees to accu- 
mulate excessive reserves of four million dollars before they 
need to request approval from us to exceed the threshold 
limit. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 230-07-051. 

Statutory Authority for Adoption: RCW 9.46.070 (1), 
(10), (16) and 9.46.0209 (1)(b) (iii). 

Adopted under notice filed as WSR 15-19-025 on Sep- 
tember 8, 2015. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 1, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
1, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 1, Repealed 0. 

Date Adopted: November 13, 2015. 


Susan Newer 
Rules Coordinator 


AMENDATORY SECTION (Amending WSR 08-03-062, 
filed 1/14/08, effective 2/14/08) 


WAC 230-07-051 Accumulating excessive reserves. 
A charitable or nonprofit organization must not accumulate 
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excessive reserves. Organizations accumulating excessive 
reserves may be deemed as organized primarily for purposes 
of gambling. Reserves must be computed by using the finan- 
cial data most recently filed with us. ((Fends+ransferredte-an 
endowment or specifically restricted trust fund wilt net be 
treated)) We will not treat funds as excessive reserves if the 
following restrictions are met: 

(1) ((Fhe-endowment-or-dedicated trust fund is_either 


required by-a-majority of the membership _priertouse-oFf 
transferof the endowment or-dedicated trust principat)) A 
majority of the organization's membership approves the 
accumulation of excessive reserves; and 

(2) The funds are expressly dedicated for funding new 
programs, capital projects, or to endow service-providing 
activities; and 

(3) The funds are saved according to a plan that includes 
the amount to be reserved, the purpose for which the funds 
are being reserved, and the estimated time the reserves will 
be used; and 

(4) The organization's officers or board of director's 
approves the plan ((is-approved-by-the-organization's-officers 
or- board of directors_and decumentation for the endowment 

i i i )); and 
(5) The organization submits the plan to us for review 
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Adopted under notice filed as WSR 15-18-115 on Sep- 
tember 2, 2015. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 1, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 1, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
0, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 0, Repealed 0. 

Date Adopted: November 16, 2015. 


Derek I. Sandison 
Director 


AMENDATORY SECTION (Amending WSR 15-02-026, 


and approval; and 
(6) The total amount of ((net- gambling incomethatis 
transferred te-endewment er trust funds 


)) excessive reserves 
may exceed ((twe)) four million dollars only if the organiza- 
tion petitions the director to exceed this limitation and the 
director approves the petition. The director may disapprove 
with written comments or approve a modified level based on 
facts presented. The director's decision may be appealed to 
the commission. Appeal of this decision will be heard at a 
regular public meeting of the commission. The commission's 
decision shall be final. Petitions for relief must include: 

(a) The reason for the request, including whether the 
increased reserves are for charitable or nonprofit purposes 
and planned timelines for use; and 

(b) The total amount of reserves requested; and 

(c) The impact on programs if the petition is denied; and 

(d) Alternative sources of funding available. 


WSR 15-23-069 
PERMANENT RULES 
DEPARTMENT OF AGRICULTURE 
[Filed November 16, 2015, 11:26 a.m., effective December 17, 2015] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: The department is amending chapter 16-610 
WAC to establish criteria for utilizing an electronic cattle 
transaction reporting system, to establish fees to support the 
system, and to establish conditions of the licensure. This 
reporting system is for milk producers licensed under chapter 
15.36 RCW. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 16-610-020. 

Statutory Authority for Adoption: RCW 16.57.160. 

Other Authority: Chapter 34.05 RCW. 


filed 12/30/14, effective 7/1/15) 


WAC 16-610-020 Cattle inspections for brands or 
other proof of ownership. (1) All cattle must be inspected 
for brands or other proof of ownership: 

(a) Before being moved out of Washington state, unless 
the provisions of WAC 16-610-035(2) apply. 

(b) When offered for sale at any public livestock market 
or special sale approved by the director. 

(c) Upon delivery to any cattle processing plant where 
the United States Department of Agriculture maintains a 
meat inspection program, unless the cattle: 

(i) Originate from a certified feedlot; or 

(ii) Are accompanied by an inspection certificate issued 
by the director, or a veterinarian certified by the director, or 
an agency in another state or Canadian province authorized 
by law to issue such a certificate. 

(2) All cattle entering or reentering any certified feedlot 
licensed under chapter 16.58 RCW must be inspected for 
brands or other proof of ownership before commingling with 
other cattle unless the cattle are accompanied by an inspec- 
tion certificate issued by the director, or a veterinarian certi- 
fied by the director, or an agency in another state or Canadian 
province authorized by law to issue such a certificate. 

(3) All cattle must be inspected for brands or other proof 
of ownership at any point of private sale, trade, gifting, bar- 
ter, or any other action that constitutes a change of owner- 
ship. For transactions involving cattle not being moved or 
transported out of Washington state: 

(a) Cattle must be presented for an inspection within fif- 
teen days from the date of the initial transaction and accom- 
panied by a certificate of permit. It shall be the responsibility 
of the seller to notify the department immediately that a sale 
has occurred. It shall be the responsibility of the buyer to 
present the animals for inspection. 
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(b) Cattle sold for 4-H and FFA youth projects are 
exempt from the fifteen day inspection requirement and can 
be inspected, if not prior, when consigned to a terminal show. 

(c) Until the earlier of January 1, 2016, or the date of 
notice that an electronic livestock movement reporting sys- 
tem is available for use, individual private sales of unbranded 
female dairy breed cattle involving fifteen head or less are 
exempt from the inspection requirement. 

(4) Individual private sales, trades, gifting, barter, or any 
other action that constitutes a change of ownership of 
unbranded dairy cattle are required to obtain inspections 
under this section except when the seller holds an electronic 
cattle transaction reporting license under chapter 16.57 RCW 
and reports transactions through that system. 

(a) Transactions involving dispersal or liquidation sales, 
or covered by subsection (1) and (2) of this section, or cattle 
being moved or transported out of Washington state, may not 
be reported electronically and inspection is required. 

(b) For purposes of this section, "dairy cattle" means all 
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(A) Buyer's name, phone number, and physical address 
of destination; 

(B) Buyer's e-mail address if available; 

(C) Number of cattle sold; 

(D) Official individual identification tag number of each 
cattle sold; 

(E) Breed and sex of cattle sold; and 

(F) Date the transaction occurred; 

(ii) Only dairy cattle that are officially identified with a 
green tag per RCW _16.57.160(3), an animal identification 
number radio frequency tag, a brucellosis vaccination metal 
tag, or a brucellosis vaccination radio frequency tag may be 
reported electronically. 

(iii) A fee of one dollar and thirty cents per head will be 
assessed for electronically reported transactions, along with 
any other applicable fees including, but not limited to, the 
fees listed in subsection (5) of this section. The fees are due 
and collected at the time of reporting through the electronic 
cattle transaction reporting system. 


cattle, regardless of age or sex, that are in use to produce milk 
or other dairy products for human consumption including, but 
not limited to, breeds such as Ayrshire, Brown Swiss, Hol- 
stein, Jersey, Guernsey, and Milking Shorthorn. 

(c) License: 

(i) Holders of a valid milk producers license under chap- 
ter 15.36 RCW may apply for an electronic cattle transaction 
reporting license. Applications shall be made upon a form 
provided by the department to include: 

(A) Milk producers license number: 

(B) First and last name of the holder of the milk producer 
license; 

(C) Active e-mail address, phone number, and mailing 
address for the licensed milk producer; and 

(D) Business name, physical address, mailing address, 
and phone number. 

(ii) Upon approval of the application, the director will 
provide the licensee with system authorization to begin utiliz- 
ing the electronic cattle transaction reporting system. 

(iii) As a condition of licensure, the electronic cattle 
transaction reporting licensee consents to up to two site visits 
per year. The purpose of a site visit is to conduct examina- 
tions and inspections of cattle and any associated records for 
movement verification. Records must be kept for three years 
and include information such as, but not limited to, cattle ori- 
gin and destination, official individual identification tag 
number of each cattle sold, breed and sex of cattle sold, and 
date the transaction occurred. Site visits will be conducted 
during normal business hours and scheduled in advance. 
Time and mileage fees as described in WAC 16-610-065 will 
be assessed at the time of each site visit and will be collected 
from the licensee. 

(iv) The director may deny, suspend, or revoke an elec- 
tronic cattle transaction reporting license for failure to com- 
ply with any condition of licensure under this section or any 
requirement of this chapter or chapter 16.57 RCW. 

(d) Reporting: 

(i) All transactions reported to the department through 
the electronic cattle transaction reporting system must be 
reported within twenty-four hours of the transaction and 
include the following information: 
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(5) Exemptions from mandatory inspections do not 
exempt cattle owners or sellers from paying beef promotion 
fees owed to the Washington state beef commission under 
chapter 16.67 RCW or the animal disease traceability fee 
owed to the department under chapter 16.36 RCW. 


WSR 15-23-070 
PERMANENT RULES 
DEPARTMENT OF 
FINANCIAL INSTITUTIONS 
(Securities Division) 
[Filed November 16, 2015, 11:30 a.m., effective December 17, 2015] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: The securities division hereby adopts two new 
tules at WAC 460-16A-033 and 460-16A-036 to codify the 
renewal application filing requirements for securities regis- 
tered by coordination under RCW 21.20.180 and securities 
registered by qualification under RCW 21.20.210. 

Statutory Authority for Adoption: RCW 21.20.180, 
21.20.210, 21.20.260, 21.20.340, 21.20.450. 

Adopted under notice filed as WSR 15-19-163 on Sep- 
tember 23, 2015. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 

Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 2, Amended 0, Repealed 0. 

Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 2, Amended 
0, Repealed 0. 

Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 0, Repealed 0. 
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Date Adopted: November 16, 2015. 


Scott Jarvis 
Director 


NEW SECTION 


WAC 460-16A-033 Renewal of registration of securi- 
ties by coordination. (1) An issuer may renew the registra- 
tion of an offering of securities registered by coordination 
under RCW 21.20.180 for each additional twelve-month 
period in which the offering is continuing. To renew an offer- 
ing, the issuer must file the following with the securities divi- 
sion no later than thirty days prior to the expiration date of the 
current registration permit: 

(a) A completed application on Form U-1 marked 
"renewal"; 

(b) A renewal fee of one hundred dollars, as specified in 
RCW 21.20.340(3); 

(c) A copy of the prospectus or offering document that 
has been amended in accordance with WAC 460-16A-126 to 
reflect all material changes that affect the offering. The pro- 
spectus or offering document must be dated within the past 
twelve months; 

(d) The financial statements required by RCW 
21.20.180(8), dated as of the end of the issuer's most recent 
fiscal year; and 

(e) A sales report, dated as of the most recent practicable 
date, containing the dollar amount of each class of securities 
sold in the state during the current registration period. 

(2) The registration of an offering of securities shall not 
be considered renewed until the securities division has issued 
a permit renewing the registration. 

(3) An issuer may increase the amount of securities reg- 
istered in the state at the time it renews its registration by 
amending the application form to reflect the increased 
amount of securities to be registered and paying the fee spec- 
ified in RCW 21.20.340(3) to register the additional amount 
of securities. 


NEW SECTION 


WAC 460-16A-036 Renewal of registration of securi- 
ties by qualification. (1) An issuer may renew the registra- 
tion of an offering of securities registered by qualification 
under RCW 21.20.210 for one additional twelve-month 
period. To renew an offering, the issuer must file the follow- 
ing with the securities division no later than thirty days prior 
to the expiration date of the current registration permit: 

(a) A completed application for registration by qualifica- 
tion marked "renewal"; 

(b) A renewal fee of fifty dollars, as specified in RCW 
21.20.340(1); 

(c) A copy of the prospectus or offering document that 
has been amended in accordance with WAC 460-16A-126 to 
reflect all material changes that affect the offering. The pro- 
spectus or offering document must be dated within the past 
twelve months; 

(d) The financial statements specified in RCW 21.20.210 
(14), dated as of the end of the issuer's most recent fiscal year. 
If the issuer's fiscal year ended more than four months prior 
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to the date of application, the issuer should submit an unau- 
dited interim balance sheet dated within four months prior to 
the date of the renewal application; and 

(e) A sales report, dated as of the most recent practicable 
date, containing the dollar amount of each class of securities 
sold in the state during the current registration period. 

(2) The registration of an offering of securities shall not 
be considered renewed until the securities division has issued 
a permit renewing the registration. 

(3) An issuer may increase the amount of securities reg- 
istered in the state at the time it renews its registration by 
amending the application form to reflect the increased 
amount of securities to be registered and paying the fee spec- 
ified in RCW 21.20.340(1) to register the additional amount 
of securities, provided that the total offering amount does not 
exceed any offering amount limitations to which the offering 
is subject. 


WSR 15-23-084 
PERMANENT RULES 
DEPARTMENT OF 
LABOR AND INDUSTRIES 
[Filed November 17, 2015, 10:03 a.m., effective December 18, 2015] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: The purpose of the adoption was to add the 
chapter 296-803 WAC reference to WAC 296-78-71503. 
This will benefit those industries using WAC 296-78-71503, 
because components of chapter 296-803 WAC are substan- 
tially safer for employers and their employees. This adoption 
will also ensure that employers are following safety standards 
that are at-least-[as-]effective-as OSHA 29 C.F.R. 1910.47. 
This language is being adopted as proposed. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 296-78-71503 and 296-78-550. 

Statutory Authority for Adoption: RCW 49.17.010, 
49.17.040, and 49.17.050. 

Adopted under notice filed as WSR 15-14-096 on June 
30, 2015. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 2, Repealed 0; Federal 
Rules or Standards: New 0, Amended 2, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 2, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 2, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 2, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
2, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 0, Repealed 0. 

Date Adopted: November 17, 2015. 


Joel Sacks 
Director 
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AMENDATORY SECTION (Amending WSR 00-01-038, 
filed 12/7/99, effective 2/1/00) 


WAC 296-78-550 First-aid station. Employers with 
fifty or more employees per shift at one location must estab- 
lish a first-aid station in accordance with the requirements in 
chapter ((296-24- WAC, Part A-+)) 296-800 WAC. 


AMENDATORY SECTION (Amending WSR 81-18-029, 
filed 8/27/81) 


WAC 296-78-71503 Lock out—Tag out. ((G)-Fe 
aveid-_eceidental cetivation_of machinery, electrical deviees 


cuenta opener We 
repairs, cleanup,ete._ have been-completed. 

mentalinformation with leek out padieecks_or-other-equiva- 
lent protective-devices-shall contain the name-of the _ person 


authorizing placement, reason for placing, date; signature-of 
e ee A A 
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)RemovalofHoekouts-Eachpersonactivelyengaged 


inthe repair, maintenance, ees ete; Spa R 


the-woerkarea by the insertion-_of blank flanges in the pipine 


system. 

2} Pipetinesaithout-vatves Hf pipelines-_or-dietsare 
constructed without -valyves-_orclesures that can be locked out, 
thetnes-or-ducts-shal be breken-ataflanse and ablank 
flance insertedtestep-accidental flow of any hazardous 
materiak 


C43} Festing after tock out A ferleckine outandtassing 
EERE ee err en E 


be identified.) While Sonata o service ee aante neac 


on machines or equipment, including piping systems where 
employees could be injured by the unexpected energization 
or startup of the machine or equipment, or the release of 
stored energy, the requirements of chapter 296-803 WAC, 
Lockout/tagout (control of hazardous energy) must be fol- 
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lowed. 


Note: Energy sources include mechanical, hydraulic, pneumatic, 
chemical, thermal, or other energy, including gravity. 


WSR 15-23-086 
PERMANENT RULES 
DEPARTMENT OF 
LABOR AND INDUSTRIES 
[Filed November 17, 2015, 10:38 a.m., effective December 18, 2015] 


Effective Date of Rule: Thirty-one days after filing. 
Purpose: The purpose of adopting this rule is to have a 
consistent format across all department of occupational 
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safety and health (DOSH) rules. The updated format would 
provide easy access to rules from smart phones and tablet 
users. It will also provide easy navigation in PDF documents, 
as well as easier referencing by replacing bullets and dashes 
with numbers and letters. No rule requirements were changed 
as a result of this rule-making adoption. References, format- 
ting and minor housekeeping changes were made throughout 
the chapters in this rule making. 


Citation of Existing Rules Affected by this Order: New 
sections WAC 296-807-099 Definitions, 296-817-099 Defi- 
nitions, 296-823-099 Definitions, 296-826-099 Definitions, 
296-865-099 Definitions, 296-869-099 Definitions, 296-870- 
099 Definitions and 296-874-099 Definitions; amending 
WAC 296-807-100 Scope, 296-807-110 Switches (controls), 
296-807-11005 Make sure switches are safe, 296-807-12005 
Make sure portable circular saws are safe to use, 296-807- 
13005 Guard portable belt sanding machines, 296-807-140 
Compressed air tools, 296-807-14005 Follow the manufac- 
turer's instructions, 296-807-14010 Prevent air tools from 
ejecting attachments, 296-807-14015 Protect employees 
from contact with compressed air, 296-807-14020 Make sure 
safeguards are used when cleaning with compressed air, 296- 
807-14025 Make sure airhose and plastic pipe supplying 
compressed air to portable air tools are safe, 296-807-14030 
Make sure air tools are adequately designed and constructed, 
296-807-14035 Use air tools safely, 296-807-14040 Make 
sure fastener driving air tools (nailers and staplers) are safe, 
296-807-150 Powder actuated fastening systems, 296-807- 
15005 Make sure tool operators are qualified, 296-807-15010 
Make sure employees are aware tools are in use and wear 
appropriate personal protective equipment (PPE), 296-807- 
15015 Make sure tools are adequately designed and con- 
structed, 296-807-15020 Make sure tools and containers are 
properly labeled, 296-807-15025 Make sure powder loads 
and power levels are properly identified, 296-807-15030 Use 
proper powder loads, 296-807-15035 Make sure the tool is 
appropriate to the job, 296-807-15040 Make sure the operator 
uses the tool safely, 296-807-15045 Use fasteners safely, 
296-807-15050 Inspect and maintain tools properly, 296- 
807-15055 Make sure tools are stored properly, 296-807-160 
Power lawnmowers, 296-807-16005 Make sure equipment 
meets minimum design and construction requirements, 296- 
807-16010 Make sure the equipment has the appropriate 
labels and decals, 296-807-16015 Make sure the operator 
understands and follows instructions before starting the 
mower, 296-807-16020 Use the equipment safely, 296-807- 
16025 Protect employees from fuel and exhaust, 296-807- 
16030 Use walk-behind mowers safely, 296-807-16035 Use 
ride-on mowers safely, 296-807-170 Jacks, 296-807-17005 
Make sure jacks are labeled with their rated load(s), 296-807- 
17010 Make sure the jack is safe to lift the load, 296-807- 
17015 Lift the load safely, 296-807-17020 Visually inspect 
jacks and keep them in good working order, 296-807-180 
Portable tools using abrasive wheels, 296-807-18005 Make 
sure abrasive wheels and tools are properly designed and con- 
structed, 296-807-18010 Make sure machines have safety 
guards, 296-807-18015 Keep safety guards in good func- 
tional condition, 296-807-18020 Use specific safety guards 
for machines using Type 1 grinding wheels, cutting-off 
wheels, and tuck pointing wheels, 296-807-18025 Use spe- 
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cific guards for vertical and angle grinders using Type 6 or 
Type 11 wheels, 296-807-18030 Use specific safety guards 
for vertical and angle grinders using Type 27, 28 and 29 
wheels, 296-807-18035 Use side handles on vertical and 
angle grinders, 296-807-18040 Make sure abrasive wheels 
are safe to use, 296-807-18045 Mount wheels properly, 296- 
807-18050 Use proper flanges, 296-807-18055 Make sure 
flanges are in good condition, 296-807-18060 Use specific 
flanges for Type 1 cutting-off wheels, 296-807-18065 Use 
specific flanges for Type 27A cutting-off wheels, 296-807- 
18070 Use specific flanges for threaded hole wheels, 296- 
807-18075 Use specific flanges for cup, cone or plug wheels 
with threaded inserts or protecting studs, 296-807-18080 Use 
blotters when required, 296-807-18085 Meet specific blotter 
requirements when modified Types 6 and 11 wheels (ter- 
razzo), 296-817-100 Scope, 296-817-200 Summary, 296- 
817-20005 Conduct employee noise exposure monitoring, 
296-817-20010 Control employee noise exposures that equal 
or exceed 90 dBA TWAg, 296-817-20015 Make sure 


employees use hearing protection when their noise exposure 
equals or exceeds 85 dBA TWAg, 296-817-20020 Make sure 


exposed employees receive training about noise and hearing 
protection, 296-817-18025 Make sure warning signs are 
posted for areas where noise levels equal or exceed 115 dBA, 
296-817-20030 Arrange for oversight of audiometric testing, 
296-817-20035 Identify and correct deficiencies in your 
hearing loss prevention program, 296-817-20040 Document 
your hearing loss prevention activities, 296-817-300 Sum- 
mary, 296-817-30005 Make sure that noise-measuring equip- 
ment meets recognized standards, 296-817-30010 Measure 
employee noise exposure, 296-817 30015 Use these equa- 
tions when estimating full-day noise exposure from sound 
level measurements, 296-817-400 Summary, 296-817-40005 
Provide audiometric testing at no cost to employees, 296- 
817-40010 Establish a baseline audiogram for each exposed 
employee, 296-817-40015 Conduct annual audiograms, 296- 
817-40020 Review audiograms that indicate a standard 
threshold shift, 296-817-40025 Keep the baseline audiogram 
without revision, unless annual audiograms indicate a per- 
sistent threshold shift or a significant improvement in hear- 
ing, 296-817-40030 Make sure a record is kept of audiomet- 
ric tests, 296-817-40035 Make sure audiometric testing 
equipment meets these requirements, 296-817-500 Sum- 
mary, 296-817-50005 Conduct hearing protection audits at 
least quarterly, 296-817-50010 Make sure staff conducting 
audits are properly trained, 296-817-50015 Assess the hear- 
ing protection used by each employee during audits, 296- 
817-50020 Document your hearing protection audits, 296- 
817-50025 Make sure third-party hearing loss prevention 
programs meet the following requirements, 296-823-100 
Scope, 296-823-110 Planning, 296-823-11005 Determine if 
you have employees with occupational exposure, 296-823- 
11010 Develop and implement a written exposure control 
plan, 296-823-120 Training, 296-823-12005 Provide training 
to your employees, 296-823-12010 Provide additional train- 
ing, 296-823-12015 Maintain training records, 296-823-130 
Hepatitis B Virus (HBV) vaccinations, 296-823-13005 Make 
hepatitis B vaccination available to employees, 296-823- 
13010 Obtain a copy of the health care professional's written 
opinion for hepatitis B vaccination and provide it to the 
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employee, 296-823-140 Control employee exposure, 296- 
823-14005 Use feasible controls, including appropriate 
equipment and safer medical devices to eliminate or mini- 
mize occupational exposure, 296-823-14010 Handle contam- 
inated sharps properly and safely, 296-823-14015 Handle 
reusable sharps properly and safely, 296-823-14020 Mini- 
mize splashing, spraying, splattering and generation of drop- 
lets, 296-823-14025 Make sure items are appropriately 
labeled, 296-823-14030 Make sure employees clean their 
hands, 296-823-14035 Prohibit food, drink and other per- 
sonal activities in the work area, 296-823-14040 Prohibit 
pipetting or suctioning by mouth, 296-823-14045 Place spec- 
imens in an appropriate container, 296-823-14050 Examine 
and label contaminated equipment, 296-823-14055 Make 
sure your worksite is maintained in a clean and sanitary con- 
dition, 296-823-14060 Handle regulated waste properly and 
safely, 296-823-14065 Handle contaminated laundry prop- 
erly and safely, 296-823-150 Personal protective equipment 
(PPE), 296-823-15005 Provide and make sure personal pro- 
tective equipment is used when there is occupational expo- 
sure, 296-823-15010 Make sure gloves are worn, 296-823- 
15015 Make sure appropriate masks, eye protection and face 
shields are worn, 296-823-15020 Wear appropriate protec- 
tive clothing, 296-823-15025 Make resuscitator devices 
available, 296-823-15030 Maintain personal protective 
equipment, 296-823-160 Post-exposure requirements, 296- 
823-16005 Make confidential medical evaluation and follow- 
up available to employees who experience an exposure inci- 
dent, 296-823-16010 Test the blood of the source person, 
296-823-16015 Provide the results of the source person's 
blood test to the exposed employees, 296-823-16020 Collect 
and test the blood of the exposed employee, 296-823-16025 
Provide information to the health case professional evaluat- 
ing the employee, 296-823-16030 Obtain and provide a copy 
of health care professional's written opinion on post-exposure 
evaluation to the employee, 296-823-170 Records, 296-823- 
17005 Establish and maintain medical records, 296-823- 
17010 Maintain a sharps injury log, 296-823-180 Additional 
requirements for HIV and HBV research laboratories and 
production facilities, 296-823-18005 Prepare, review, and 
update a biosafety manual, 296-823-18010 Follow these spe- 
cial practices for the work area, 296-823-18015 Make sure 
these practices for contaminated material and waste are fol- 
lowed, 296-823-18020 Make sure these special practices for 
personal protective equipment (PPE) and other safe guards 
are followed, 296-823-18025 Protect vacuum lines, 296-823- 
18030 Use and handle hypodermic needles and syringes 
appropriately and safely, 296-823-18035 Handle all spills 
and accidents properly, 296-823-18040 Post signs, 296-823- 
18045 Provide additional training for facility employees, 
296-823-18050 Furnish a sink for washing hands and a read- 
ily available eye wash facility, 296-823-18055 Make sure 
these additional criteria are followed for HIV and HBV pro- 
duction facilities, 296-826-100 Scope, 296-826-200 
Employee safety, 296-826-20005 Personal protective equip- 
ment (PPE), 296-826-20010 Training, 296-826-20015 
Chemical reactions, 296-826-20020 Emergencies, 296-826- 
300 Design, construction and installation, 296-826-30005 
General specifications, 296-826-30010 Specifications for 
portable DOT containers, 296-826-30015 Nonrefrigerated 


Permanent 


Washington State Register, Issue 15-23 


stationary containers, 296-826-30020 Refrigerated storage, 
296-826-30025 Systems mounted on trucks, semi-trailers, 
and trailers, 296-826-30030 Systems mounted on farm trucks 
or trailers for transporting ammonia, 296-826-30035 Systems 
mounted on farm equipment for ammonia application, 296- 
826-30040 DOT containers, 296-826-30045 Installation, 
296-826-30050 Reinstallation, 296-826-30055 Installation, 
296-826-30060 Reinstallation, 296-826-400 Equipment and 
systems, 296-826-40005 Electrical, 296-826-40010 Hose 
specifications, 296-826-40015 General requirements for all 
systems, 296-826-40020 Nonrefrigerated systems, 296-826- 
40025 Systems mounted on trucks, semi-trailers, and trailers, 
296-826-40030 Refrigerated storage compressors, 296-826- 
40035 Refrigeration load, 296-826-40040 Separators for 
refrigerated storage, 296-826-40045 Automatic control 
equipment for refrigerated storage, 296-826-40050 Other 
refrigerated storage equipment, 296-826-40055 Compressors 
for refrigerated systems, 296-826-500 Appurtenances, 296- 
826-50005 Appurtenance requirements for all systems, 296- 
826-50010 Nonrefrigerated stationary containers, 296-826- 
50015 Refrigerated tanks, 296-826-50020 Systems mounted 
on trucks, semi-trailers and trailers, 296-826-50025 Systems 
mounted on farm trucks or trailers for transportation of 
ammonia, 296-826-50030 Systems mounted on farm equip- 
ment for ammonia application, 296-826-50035 Portable DOT 
containers, 296-826-600 Operations, 296-826-60005 Mount- 
ing containers on trucks, semi-trailers and trailers, 296-826- 
60010 Mounting containers on farm trucks or trailers for 
transporting ammonia, 296-826-60015 Tank car loading or 
unloading, 296-826-60020 General specifications, 296-826- 
60025 Additional requirements for systems mounted on 
trucks, semi-trailers, and trailers for transporting ammonia, 
296-826-60030 Nonrefrigerated containers, 296-826-60035 
Refrigerated tanks, 296-826-60040 Welding, 296-865-100 
Scope, 296-865-200 All motor vehicles, 296-865-20005 
Motor vehicle operation, 296-865-20010 Transportation of 
passengers, 296-865-20015 Motor vehicle equipment, 296- 
865-300 Trucks and trailers, 296-865-30005 Truck opera- 
tion, 296-865-30010 Dump trucks, 296-865-30015 
Semitruck brakes, 296-865-30020 Truck and trailer loads, 
296-869-100 Scope, 296-869-200 Section contents, 296-869- 
20005 Design and construction, 296-869-20010 Modifica- 
tions, 296-869-20015 Owned, rented, or leased aerial lifts, 
296-869-20020 Operator requirements, 296-869-20025 
Operator training, 296-869-20030 Operator prestart inspec- 
tion, 296-869-20035 Workplace survey, 296-869-20040 
Before and during use, 296-869-20045 Working from the 
platform, 296-869-20050 Moving the aerial lift, 296-869- 
20055 Aerial ladders, 296-869-300 Section contents, 296- 
869-30005 Manually propelled elevating work platforms, 
296-869-30010 Self-propelled elevating work platforms, 
296-869-30015 Boom-supported elevating work platforms, 
296-869-30020 Modifications, 296-869-400 Section con- 
tents, 296-869-40005 Condition, 296-869-400 10 Inspections, 
296-869-40015 Repairs and adjustments, 296-869-40020 
Manufacturer's safety bulletins, 296-869-40025 Inspection 
and repair records, 296-869-40030 Fueling and battery 
charging, 296-869-500 Section contents, 296-869-50005 
Operator authorization and training, 296-869-50010 Specific 
model training, 296-869-50015 Operator training records, 
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296-869-600 Section contents, 296-869-60005 Intended use, 
296-869-60010 Workplace survey, 296-869-60015 Hazard- 
ous locations, 296-869-60020 Set up, 296-869-60025 Travel 
speed, 296-869-60030 Driving, 296-869-60035 Elevating 
and lowering the platform, 296-869-60040 Working from the 
platform, 296-869-60045 Malfunctions or unsafe conditions, 
296-870-100 Scope, 296-870-200 Section contents, 296-870- 
20005 Building owner certifications, 296-870-20010 Person- 
nel requirements, 296-870-20015 Platform and hoist load 
limits, 296-870-20020 Obstructions and slipping hazards, 
296-870-20025 Wind and adverse weather, 296-870-20030 
Corrosive substances, 296-870-20035 Heat-producing pro- 
cesses, 296-870-20040 Fall protection, 296-870-20045 Com- 
munications, 296-870-300 Section contents, 296-870-30005 
Maintenance, 296-870-30010 Initial installation and after 
major modification inspection and testing, 296-870-30015 
Before use inspections and tests, 296-870-30020 Periodic 
inspections and tests, 296-870-30025 Reshackling and 
resocketing wire ropes, 296-870-30030 Disabling safety or 
electrical protective devices, 296-870-400 Section contents, 
296-870-40005 General training, 296-870-40010 Emergency 
action plan, 296-870-40015 Certification, 296-870-500 Sec- 
tion contents, 296-870-50005 Design, construction and 
installation, 296-870-50010 Fall protection, 296-870-50015 
Electrical, 296-870-600 Section contents, 296-870-60005 
Design, 296-870-60010 Stabilization systems, 296-870- 
60015 Intermittent stabilization system, 296-870-60020 But- 
ton guide stabilization system, 296-870-60025 Stabilization 
system using angulated roping and building face rollers, 296- 
870-60030 Cable stabilization, 296-870-60035 Electrical, 
296-870-60040 Guarding roofs and other elevated areas, 
296-870-60045 Moving equipment, 296-870-60050 Repair 
and maintenance, 296-870-60055 Communications, 296- 
870-700 Section contents, 296-870-70005 Design and con- 
struction, 296-870-70010 Carriages, 296-870-70015 Car- 
riage strength and stability, 296-870-70020 Carriage travers- 
ing, 296-870-70025 Transportable outriggers, 296-870- 
70030 Davits, 296-870-70035 Hoisting machines, 296-870- 
70040 Suspended equipment strength and stability, 296-870- 
70045 Suspended equipment guardrail system, 296-870- 
70050 Suspended working platforms and manned platforms 
used on supported equipment, 296-870-70055 Working plat- 
form fall protection, 296-870-70060 Two- and four-point 
suspended working platforms, 296-870-70065 Ground- 
rigged working platforms, 296-870-70070 Intermittently sta- 
bilized working platforms, 296-870-70075 Button guide sta- 
bilized working platforms, 296-870-70080 Supported equip- 
ment, 296-870-70085 Suspension wire ropes and rope con- 
nections, 296-870-70090 Control circuits, power circuits and 
electrical protective devices, 296-874-100 Scope, 296-874- 
200 General requirements for scaffolds, 296-874-20002 
Make sure scaffolds are properly designed and constructed, 
296-874-20004 Make sure scaffolds are erected, moved, 
altered, or dismantled by appropriate persons, 296-874- 
20006 Maintain structural integrity when intermixing scaf- 
fold components, 296-874-20008 Make sure platforms are 
properly planked or decked, 296-874-20010 Make sure plat- 
forms meet minimum width requirements, 296-874-20012 
Meet these requirements when using shorter platforms to cre- 
ate a longer platform, 296-874-20014 Lay platform planks 
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properly when the platform changes directions, 296-874- 
20016 Stabilize the ends of platforms, 296-874-20018 Keep 
platform sag within acceptable limits, 296-874-20020 Pro- 
vide safe access to scaffolds, 296-874-20022 Make sure por- 
table, hook-on, and attachable ladders meet these require- 
ments, 296-874-20024 Make sure stairway-type ladders meet 
these requirements, 296-874-20026 Make sure stair towers 
meet these requirements, 296-874-20028 Make sure stair 
rails and handrails meet these requirements, 296-874-20030 
Make sure ramps and walkways used to access scaffolds meet 
these requirements, 296-874-20032 Make sure surfaces used 
to access scaffolds are close enough to use safely, 296-874- 
20034 Inspect scaffolds and scaffold components, 296-874- 
20036 Make sure damaged or weakened scaffolds meet min- 
imum strength requirements, 296-874-20038 Make sure scaf- 
folds are properly loaded, 296-874-20040 Protect employees 
when moving scaffolds, 296-874-20042 Increase employee 
working level height on scaffolds safely, 296-874-20044 
Control loads being hoisted near scaffolds, 296-874-20046 
Protect employees from energized power lines, 296-874- 
20048 Protect employees from weather hazards, 296-874- 
20050 Protect employees from slipping and tripping hazards, 
296-874-20052 Provide fall protection for employees on 
scaffolds, 296-874-20054 Provide fall protection if a scaffold 
is too far from the work face, 296-874-20056 Provide spe- 
cific fall protection for specific types of scaffolds, 296-874- 
20058 Make sure personal fall arrest systems meet these 
requirements, 296-874-20060 Make sure vertical lifelines 
used with personal fall arrest systems meet these require- 
ments, 296-874-20062 Make sure horizontal lifelines used 
with personal fall arrest systems meet these requirements, 
296-874-20064 Make sure guardrail systems meet these 
requirements, 296-874-20066 Provide falling object protec- 
tion, 296-874-20068 Provide additional support lines on sus- 
pended scaffolds using a canopy for falling object protection, 
296-874-20070 Make sure toeboards meet these require- 
ments, 296-874-20072 Train employees who work on a scaf- 
fold, 296-874-20074 Train employees who erect, dismantle, 
operate or maintain scaffolds, 296-874-20076 Retrain 
employees when necessary, 296-874-300 Suspended scaf- 
folds, 296-874-30002 Make sure suspended scaffolds and 
scaffold components meet these requirements, 296-874- 
30004 Make sure suspended scaffold outrigger beams meet 
these requirements, 296-874-30006 Make sure counter- 
weights are safe and used properly, 296-874-30008 Make 
sure tiebacks meet these requirements, 296-874-30010 Make 
sure suspended scaffold support devices meet these require- 
ments, 296-874-30012 Make sure scaffold hoists meet these 
requirements, 296-874-30014 Make sure scaffold hoists 
retain enough suspension rope, 296-874-30016 Make sure 
wire rope is in good condition, 296-874-30018 Make sure 
wire suspension rope connections meet these requirements, 
296-874-30020 Make sure wire rope clips are used properly, 
296-874-30022 Prevent swaying of two-point and multipoint 
suspension scaffolds, 296-874-30024 Use emergency escape 
and rescue devices appropriately, 296-874-30026 Protect 
suspension ropes from heat or corrosive substances, 296-874- 
30028 Take precautions while welding, 296-874-30030 Pro- 
hibit use of gasoline-powered equipment on suspended scaf- 
folds, 296-874-30032 Meet these requirements when using 
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catenary scaffolds, 296-874-30034 Meet these requirements 
when using float (ship) scaffolds, 296-874-30036 Meet these 
requirements when using interior hung scaffolds, 296-874- 
30038 Meet these requirements when using multilevel sus- 
pended scaffolds, 296-874-30040 Meet these requirements 
when using multipoint adjustable suspension scaffolds, 296- 
874-30042 Meet these requirements when using needle beam 
scaffolds, 296-874-30044 Meet these requirements when 
using single-point adjustable suspension scaffolds, 296-874- 
30046 Meet these requirements when using two-point adjust- 
able suspension scaffolds (swing stages), 296-874-400 Sup- 
ported scaffolds, 296-874-40002 Make sure supported scaf- 
folds and scaffold components meet strength requirements, 
296-874-40004 Prevent supported scaffolds from tipping, 
296-874-40006 Make sure supported scaffolds are properly 
supported, 296-874-40008 Provide safe access for persons 
erecting or dismantling supported scaffolds, 296-874-40010 
Provide fall protection for persons erecting or dismantling 
supported scaffolds, 296-874-40012 Meet these requirements 
when moving mobile scaffolds, 296-874-40014 Meet these 
requirements when using bricklayer's square scaffolds 
(squares), 296-874-40018 Meet these requirements when 
using fabricated frame scaffolds (tubular welded frame scaf- 
folds), 296-874-40020 Meet these requirements when using 
integral prefabricated scaffold access frames, 296-874-40022 
Meet these requirements when using form scaffolds and car- 
penter's bracket scaffolds, 296-874-40024 Meet these 
requirements when using horse scaffolds, 296-874-40026 
Meet these requirements when using ladder jack scaffolds, 
296-874-40028 Meet these requirements when using outrig- 
ger scaffolds, 296-874-40030 Meet these requirements when 
using pole scaffolds, 296-874-40032 Meet these require- 
ments when using pump jack scaffolds, 296-874-40034 Meet 
these requirements when using repair bracket scaffolds, 296- 
874-40036 Meet these requirements when using roof bracket 
scaffolds, 296-874-40038 Meet these requirements when 
using step, platform and trestle ladder scaffolds, 296-874- 
40040 Meet these requirements when using tube and coupler 
scaffolds and 296-874-40042 Meet these requirements when 
using window jack scaffolds; and repealing WAC 296-807- 
190 Definitions, 296-817-600 Definitions, 296-823-200 
Definitions, 296-826-900 Definitions, 296-865-400 Defini- 
tions, 296-869-700 Definitions, 296-870-800 Definitions, 
and 296-874-500 Definitions. 

Statutory Authority for Adoption: RCW 49.17.010, 
49.17.040, 49.17.050. 

Adopted under notice filed as WSR 15-13-096 on June 
16, 2015. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 

Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 8, Amended 378, Repealed 8. 

Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 8, Amended 
378, Repealed 8. 
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Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 0, Repealed 0. 

Date Adopted: November 17, 2015. 


Joel Sacks 
Director 


NEW SECTION 


WAC 296-807-099 Definitions. 

Abrasive wheel. A grinding tool consisting of bonded 
abrasive grains. This includes diamond and reinforced 
wheels. 

Blind hole. A hole drilled in an object, such as an abra- 
sive wheel, that does not go all the way through. 

Blotter. A compressible disc or washer, usually of blot- 
ting paper, plastic, cardboard, or gasket material, that is used 
between the wheel and the flanges to evenly distribute flange 
pressure on the wheel. 

Cone and plug wheels (Types 16, 17, 18, 18R, and 19). 
Abrasive wheels manufactured with blind hole threaded 
bushings. They may be used on all surfaces except the flat 
mounting surface (D). Specific characteristics of the different 
cone and plug wheels are: 

(a) Type 16 cones have a curved side with a nose radius; 

(b) Type 17 cones have straight sides with or without a 
nose radius; 

(c) Type 18 and 18R plug wheels are cylindrical in shape 
with either a square or curved grinding end; 

(d) Type 19 cone wheels are a combination of cone and 
plug shapes. 

Cutting-off wheels. Abrasive wheels used to cut mate- 
rial such as masonry, pipe, etc. 

Designated person. A person selected or assigned by 
the employer or the employer's representative as competent 
to perform specific duties. 

Discharge opening. An opening in a mower housing for 
discharging grass. 

Flanges. Collars, discs, or plates between or against 
which wheels are mounted. There are four types of flanges: 

(a) Adaptor; 

(b) Sleeve; 

(c) Straight relieved; 

(d) Straight unrelieved. 

Grass catcher. Parts or a combination of parts to collect 
grass clippings or debris. 

Guard (abrasive wheels). An enclosure designed to 
restrain the pieces of an abrasive wheel and furnish protection 
to the operator if the wheel is broken during operation. 

Guard. A part or assembly to prevent accidental contact 
with hazardous machine parts or to protect persons from 
other hazards created by the machinery. 

Inorganic bonded wheel. Abrasive wheels that are 
bonded by means of inorganic material such as clay, glass, 
porcelain, sodium silicate, magnesium oxychloride, or metal. 

Jack. A portable hand- or power-operated mechanism 
for lifting, lowering, or moving horizontally a load by apply- 
ing a pushing force. 
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Modified Types 6 and 11 wheels (terrazzo). Similar to 
Type 6 "straight cup" wheels and Type 11 "flaring cup" 
wheels except for the bottom of the cup. The bottom of the 
cup is flat in Type 6 and 11 wheels. The modified wheels 
have bottoms that are sloped downwards towards the mount- 
ing hole. These modified wheels need to be mounted using a 
special tapered flange furnished by the tool manufacturer. 
These wheels are used in the terrazzo trade. 

Mounted wheels. Bonded abrasive wheels of various 
shapes, usually two inches diameter or smaller, that are 
secured to plain or threaded steel mandrels. 

Normal service (jacks). Raising or lowering axial loads 
that are eighty-five percent or less of the rated load under 
controlled conditions. 

Organic bonded wheels. Abrasive wheels that are 
bonded by means of organic material such as resin, rubber, 
shellac, or other similar bonding agent. 

Rated load. The maximum load that the jack is designed 
to lift or support. 

Reinforced wheels. Organic bonded abrasive wheels 
which have webbing, fabric or filament to provide resistance 
to complete breaking of the wheel should it become cracked 
or damaged. 

Terrazzo. A material of stone chips, such as marble, set 
in mortar and polished. 

Threaded hole wheels. Abrasive wheels that have one 
central threaded bushing, securely anchored in place. They 
are mounted by being screwed onto a threaded machine spin- 
dle so that the wheel back seats firmly against an unrelieved 
flat back flange. 

Tuck pointing wheels. Tuck pointing abrasive wheels 
are Type | reinforced, organic bonded wheels and have diam- 
eter, thickness and hole size dimensions. They are used to 
remove cement, mortar, or other nonmetallic jointing mate- 
rial. 

Type 1 wheel. An abrasive wheel shaped like a disc with 
a mounting hole in the middle. Sometimes called a "straight 
wheel." It has diameter (D), thickness (T), and hole size (H) 
dimensions. Grinding is normally done on the periphery (out- 
side curve) of the wheel (T dimension). Can be used for 
grinding, cutting-off, and tuck pointing. 

Type 2 wheel. An abrasive wheel shaped like an open- 
ended, hollow cylinder. Sometimes called a cylinder wheel. It 
has diameter (measured from the outer wall of the cylinder), 
wheel thickness (height of the cylinder), and rim thickness 
(thickness of the cylinder wall). Grinding is done on the end 
of the cylinder (rim thickness dimension). 

Type 6 wheel. An abrasive wheel shaped like a straight- 
sided cup or bowl with a mounting hole in the bottom of the 
cup. Sometimes called a "cup wheel." It has diameter (D), 
thickness (T), hole size (H), rim thickness (W), and back 
thickness (E) dimensions. Grinding is normally done on the 
cup rim (W dimension). 

Type 11 wheel. An abrasive wheel shaped like a cup or 
bowl with a mounting hole in the bottom of the cup. The sides 
of the cup are not straight-sided but are angled outward. 
Sometimes called a "flaring cup wheel" since the sides are 
"flared" out. It has double diameter dimensions (top D and 
bottom J). It also has thickness (T), hole size (H), rim thick- 
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ness (W), and back thickness (E) dimensions. Grinding is 
normally done on the cup rim (W dimension). 

Type 16, 17, 18, 18R, and 19 wheels. See cone and plug 
wheels. 


Type 27 wheel. An abrasive wheel similar to a Type 1 
wheel, but the center of the wheel around the mounting hole 
is pushed back (depressed). Sometimes called a "depressed 
center" wheel. It has diameter (D), thickness (U) and hole 
size (H) dimensions. The depressed center allows grinding on 
the flat surface of the wheel without interference from the 
flange or mounting hardware. 


Type 27A cutting-off wheel. Similar to a Type 27 
wheel. Specifically designed for use on cutting-off machines. 


Type 28 wheel. An abrasive wheel similar to a Type 27 
wheel, but the face of the wheel is angled upward and away 
from the mounting hole. The face of a Type 27 wheel is flat 
and perpendicular to the mounting hole. A Type 28 wheel is 
also called a "depressed center" wheel. It has diameter (D), 
thickness (U), and hole size (H) dimensions. The depressed 
center allows grinding without interference from the mount- 
ing. A Type 28 wheel has a saucer-shaped grinding rim and is 
designed for corner grinding and side grinding. 

Type 29 wheel. An abrasive wheel that has reversed, 
saucer-shaped grinding rims (similar to a partially opened 
umbrella). 


AMENDATORY SECTION (Amending WSR 07-03-163, 
filed 1/24/07, effective 4/1/07) 


WAC 296-807-100 Scope. This chapter applies to the 
tools and equipment shown in Table 1, Scope of this chapter. 


Table 1 
Scope of this Chapter 


This section: 
110 Switches 


Applies to: 


Hand-held portable power tools. 


(controls) 

120 Portable circular Hand-held portable circular 
saws saws. 

130 Portable belt sand- | Hand-held portable belt sanding 
ing machines machines. 


140 Compressed air 
tools 


Hand-held portable compressed 
air powered tools. It also applies 
to airhose and plastic pipe used 
to supply compressed air to these 
tools. 


150 Powder actuating 
fastening systems 


Powder actuated fastening sys- 
tems designed to use the expand- 
ing gases from a powder load to 
propel a stud, pin, fastener, or 
other object into hard structural 


material. 
160 Power Consumer and commercial 
lawnmowers power lawnmowers. 
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This section: 
170 Jacks 


Applies to: 


Portable hand- or power-oper- 
ated: 
e Hydraulic jacks 
e Mechanical ratchet jacks 
e Mechanical screw jacks. 


180 Portable tools using | Portable tools using abrasive 
abrasive wheels wheels. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-110 Switches (controls). 

Summary((s)) 

Your responsibility: 

Make sure hand-held portable power tools have safe 
switches (controls). 

(Exemption: 

WAC296-807-H0 dees net applyte: 

+ Conerete-vibrators 


EXEMPTION: WAC 296-807-110 does not apply to: 
Concrete vibrators 


Powered tampers 
Rock drills 


Household and kitchen appliances 


Medical or dental equipment 


Concrete breakers 

Jack hammers 

Garden appliances 
Personal care appliances 
Fixed machinery 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-11005 Make sure switches are safe. 
((¥owmuast:)) 

(1) You must make sure the operating switch is located 
in a position that makes it difficult to accidentally operate the 
tool. 

(2) You must use the correct operating switch. 

((*)) (a) Make sure hand-held gasoline-powered chain 
saws have a constant pressure throttle control that will shut 
off power to the chain when the pressure is released. 

((*)) (b) Use a constant pressure switch that will shut off 
the power when the switch is released to turn on or operate 
any hand-held power tool. 

Exemptions: 

((*)) Some tools can use a lock-on feature with the con- 
stant pressure switch if the lock-on feature can be turned off 


Permanent 


Washington State Register, Issue 15-23 


with a single motion of the same finger(s) that turned it on. 
You can use a lock-on feature with these hand-held tools: 

(©) 1. Drills; 

((-)) 2. Tappers; 

((-)) 3. Fastener drivers; 

((-)) 4. Grinders using a wheel greater than two inches in 
diameter; 

((-)) 5. Disc sanders; 

((-)) 6. Belt sanders; 

((-)) 7. Reciprocating saws; 

((-)) 8. Saber, scroll and jig saws using a blade with a 
shank width greater than one-quarter inch; 

((-)) 9. Other similarly operating powered tools. 

((*)) Exemptions: 

You can use a positive "on-off" switch with these hand- 
held tools: 


((-)) 1. Platen sanders; 


((-)) 2. Grinders using a wheel two inches or less in 
diameter; 

((-)) 3. Routers; 

((-)) 4. Planers; 

((-)) 5. Laminate trimmers; 

((-)) 6. Nibblers; 

((-)) 7. Shears; 

((-)) 8. Saber, scroll, and jig saws using a blade with a 
shank width of one-quarter inch (+ .05 inch) or less. 


Note: The shank width of saber, scroll and jig saw blades is measured 
at the narrowest point on the blade shank. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-12005 Make sure portable circular 
saws are Safe to use. ((¥Yewmast+)) 

(1) You must use a constant pressure switch to turn on or 
operate any circular saw using a blade that has a diameter 
greater than two inches. 

(2) You must remove cracked saws and saw blades from 
service. 

(3) You must make sure power driven circular saws that 
have a blade diameter larger than two inches have guards 
above and below the base plate (shoe) as listed in Table 2, 
Portable circular saw guarding requirements. 


Table 2 
Portable Circular Saw Guarding Requirements 


Lower Guard 
(1) Covers the blade to the 
depth of the teeth, except for 
the minimum arc necessary to 
allow proper: 
((*)) (a) Retraction of the 
guard; 
((*)) (b) Contact with the 
work. 


Upper Guard 


Covers the blade to the 
depth of the teeth, except 
for the minimum arc nec- 
essary to allow the base to 
tilt for bevel cuts. 
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Upper Guard Lower Guard WAC296-807 14040.) 
(2) Automatically and You must meet the 
instantly returns to the posi- requirements ... in this section: 
tion covering the blade when Follow the manufacturer's | WAC 296-807-14005 
the saw is withdrawn from iAStruchons 
pon Wier Prevent air tools from eject- | WAC 296-807-14010 
((Exemptien:)) Guarding requirements in subsection (3) of this section ing attachments 


EXEMPTION: do not apply to saws used in the meat cutting industry to 


cut meat. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-13005 Guard portable belt sanding 
machines. 

You must guard: 

(Guard: 

-)) (1) Nip points where the sanding belt runs onto a pul- 
ley; 

((-)) (2) The unused run of the sanding belt. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-140 Compressed air tools. 

Summary((s)) 

This section applies to portable, hand-held compressed 
air powered tools. It also applies to airhose and plastic pipe 
used to supply compressed air to these tools. 

Your responsibility: 

Make sure compressed air and compressed air tools are 
used safely. 

((Mou-must: 


Use-airtools-safely- 

WAC296-807-14035, 

FASFENER DREYNG-FOOES 

Mal e lrivi y 1s-(rail i 
plers)-are-safe 


Protect employees from WAC 296-807-14015 


contact with compressed air 


Make sure safeguards are WAC 296-807-14020 
used when cleaning with 
compressed air 

Make sure airhose and plas- | WAC 296-807-14025 
tic pipe supplying com- 
pressed air to portable air 
tools are safe 


Make sure air tools are ade- | WAC 296-807-14030 
quately designed and con- 


structed 


WAC 296-807-14035 
WAC 296-807-14040 


Use air tools safely 


Make sure fastener driving 
air tools (nailers and sta- 


plers) are safe 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-14005 Follow the manufacturer's 
instructions. 


You must(( 


+)) follow the manufacturer's instructions for safe use 
of the tool. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-14010 Prevent air tools from ejecting 
attachments. 


You must(( 


*)) make sure the tool cannot accidentally eject an 
attachment. 


Note: A retainer is needed if the tool does not have a positive method 
of keeping the attachment in the tool. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-14015 Protect employees from contact 
with compressed air. ((¥owmmust: 


*)) You must make sure a tool nozzle or an airhose open- 
ing is not: 

((-)) d) Pointed at anyone; 

((-)) (2) Allowed to contact a person's body. 
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AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-14020 Make sure safeguards are used 
when cleaning with compressed air. ((Yeu-must: 

«)) You must use the following when cleaning with com- 
pressed air: 

((-)) C1) Air pressure that has been reduced to less than 
30 p.s.i. static pressure at the nozzle; 

((-)) (2) Effective chip guarding. 


Note: ((#)) 1. You may use air pressure greater than 30 p.s.i. if you 
use a nozzle with vents, holes, flaps or slots that will direct the 
air flow away from the tip of the nozzle and will reduce the air 
flow to less than 30 p.s.i if the nozzle becomes blocked. 


((m)) 2. Effective chip guarding means any method or equip- 
ment that protects the eyes and skin of the cleaner and other 
workers from flying chips or particles. 

3. Examples include: 

((-)) a. A protective cone around the nozzle to protect the 
cleaner. 

((-)) b. Barriers, baffles or screens to protect other workers. 


Reference: Appropriate personal protective equipment (PPE) needs 


to be worn when cleaning with compressed air. See WAC 
296-800-160 in the safety and health core rules. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-14025 Make sure airhose and plastic 
pipe supplying compressed air to portable air tools are 
safe. ((Yeu-must:)) 

(1) You must make sure the airhose and hose connec- 
tions are suitable for the: 


((*)) (a) Air pressure; 

(©) (b) Use. 

(2) You must make sure any plastic pipe used to supply 
compressed air for portable air tools has been specifically 
identified by the manufacturer as being suitable for com- 
pressed air use. 


Note: Existing unapproved pipe that is buried underground or 
enclosed in shatter-resistant material is acceptable only if it 
completely eliminates the hazards created by the brittle nature 
of the pipe. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-14030 Make sure air tools are ade- 
quately designed and constructed. 

Exemption: 

This section does not apply to: 

((*)) 1. Tools specifically for medical or dental use; 

((*)) 2. Tools specifically for use in the food processing 
industry; 

((*)) 3. Tools mounted in stationary installations; 

((*)) 4. Air hoists; 

((*)) 5. Construction and mining tools such as paving 
breakers, diggers, tampers, and rock drills. 

((Seu-mrust: 

*)) You must make sure portable, hand-held air tools 
meet the requirements of: 
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((-)) (L) ANSI B186.1-1984, Safety Code for Portable 
Air Tools((-@R 


-)), or 

(2) ANSIISANTA SNT-101-1993, Portable, Com- 
pressed-Air-Actuated, Fastener Driving Tools-Safety 
Requirements for. 


Note: There may be a statement on the tool or in the instruction man- 
ual indicating the tool meets the requirements of the appropri- 
ate ANSI standard. If in doubt, check with the manufacturer. 


AMENDATORY SECTION (Amending WSR 07-03-163, 
filed 1/24/07, effective 4/1/07) 


WAC 296-807-14035 Use air tools safely. 
Exemption: 

This section does not apply to: 

((*)) 1. Tools specifically for medical or dental use; 


((*)) 2. Tools specifically for use in the food processing 
industry; 


((*)) 3. Tools mounted in stationary installations; 
(()) 4. Air hoists; 


((*)) 5. Construction and mining tools such as paving 
breakers, diggers, tampers, and rock drills. 


((Xoumust:)) 


(1) You must relieve the pressure in the air line before 
disconnecting a compressed air tool from the line or discon- 
necting a hose joint unless there is automatic valve closing 
protection at the joint being separated. 


(2) You must disconnect the tool from the compressed 
air supply before repairs are done. 


(3) You must make sure that eye protection is worn at all 
times by: 
((*)) (a) The person operating the tool; 


((*)) (b) Other persons in the area where tools are being 
used. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-14040 Make sure fastener driving air 
tools (nailers and staplers) are safe. (‘Yeumest:)) (1) You 
must make sure any fastener driving air tool discharges all air 
in the tool when disconnected from the compressed air sup- 
ply. 

(2) You must make sure that all pneumatically driven 
nailers, staplers, and other similar equipment provided with 
automatic fastener feed have a safety device on the muzzle to 
prevent the tool from ejecting fasteners, unless the muzzle is 
in contact with the work surface. 


Note: Pneumatic nailers or staplers do not need this safety device if: 
((*)) 1. The overall weight of the fastening device does not 
exceed the weight of one and one-half inches of standard 18- 
gauge wire. The normal maximum diameter tolerance for man- 
ufacturing standard 18-gauge wire is .045 inches. 
((*)) 2. The operator and any other person within twelve feet of 
the point of operation wear approved eye protection. 
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AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-150 Powder actuated fastening sys- 
tems. 

Summary((; 

FMPORFANF:)) 

Important: 

This section applies to any powder actuated fastening 
system designed to use the expanding gases from a powder 
load to propel a stud, pin, fastener, or other object into hard 
structural material. 

Exemption: 

This section does not apply to: 

((*)) 1. Devices designed to attach objects to soft con- 
struction material such as wood, plaster, tar, and dry wall- 
board; 

((*)) 2. Stud welding equipment. 

Your responsibility: 

Make sure powder actuated fastening systems are used 
safely. 

((Mou-nnust: 
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You must meet the. 
requirements ... 


in this section: 


Make sure tool operators are 


WAC 296-807-15005 


qualified 


Make sure employees are 


WAC 296-807-15010 


aware tools are in use and 
wear appropriate personal 
protective equipment (PPE) 


Make sure tools are ade- 


WAC 296-807-15015 


quately designed and con- 
structed 


Make sure tools and con- 


WAC 296-807-15020 


tainers are properly labeled 


Make sure powder loads and 


WAC 296-807-15025 


power levels are properly 
identified 


Use proper powder loads 


WAC 296-807-15030 


WAC 296-807-15035 


Make sure the tool is appro- 
priate to the job 


Make sure the operator uses 


WAC 296-807-15040 


the tool safely 


Use fasteners safely 


WAC 296-807-15045 


WAC 296-807-15050 


Inspect and maintain tools 
properly 


Make sure tools are stored 


WAC 296-807-15055 


properly 


AMENDATORY SECTION (Amending WSR 03-09-009, 


filed 4/4/03, effective 8/1/03) 


WAC 296-807-15005 Make sure tool operators are 


qualified. (Yeu-must: 


*)) (1) You must make sure tools are used only by quali- 


fied operators. 


((*)) (2) You must make sure operators have been trained 


by an authorized instructor. 
Note: 


Authorized instructors have to meet the instructor qualifica- 


tions of ANSI A10.3-1995, Safety Requirements for Powder- 
Actuated Fastening Systems. 


((Yousmst: 


*)) (3) You must make sure all tool operators can: 

((-)) (a) Understand the manufacturer's instructions; 

((-)) (b) Clean the tool properly: 

((-)) (c) Recognize any visibly worn or damaged parts; 

((-)) (d) Identify power load levels; 

((-)) (e) Operate the tool correctly. 

((*)) (4) You must make sure tool operators have a valid 
qualified operator's card in their possession when they are 


using the tool. 
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AMENDATORY SECTION (Amending WSR 07-03-163, 
filed 1/24/07, effective 4/1/07) 


WAC 296-807-15010 Make sure employees are 
aware tools are in use and wear appropriate personal 
protective equipment (PPE). ((Yeu-mast:)) (1) You must 
make sure eye or face protection is worn by: 

((*)) (a) Tool operators; 

((*)) (b) Assistants; 

((*)) (c) Persons close to where the tool is being used. 

((You-must:)) 

(2) You must post signs where tools are being used and 
in adjacent areas where tool use could pose a hazard. Signs 
must: 

((*)) (a) Be easily seen; 

((*)) (b) Be at least 8 x 10 inches (20 x 25 cm); 

((*)) (c) Use letters in boldface type at least one inch (2.5 
cm) high; 

((*)) (d) Read "POWDER ACTUATED TOOL IN USE" or sim- 
ilar wording. 


Note: Tool use could create a hazard in adjacent areas by allowing a 
fastener to penetrate one or more of the following: 
((*)) 1. Wall: 
((*)) 2. Floor; 
((*)) 3. Other working surface. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-15015 Make sure tools are adequately 
designed and constructed. ((Yeu-must:)) (1) You must 
make sure the tool meets the design and construction require- 
ments of the American National Standards Institute (ANSI) 
standard ANSI A10.3-1995, Safety Requirements for Pow- 
der-Actuated Fastening Systems. 


Note: There may be a statement on the tool or in the instruction man- 
ual indicating the tool meets the requirements of the appropri- 
ate ANSI standard. If in doubt, check with the manufacturer. 


((¥ou-must:)) 

(2) You must make sure each tool has: 

((*)) (a) Operator instructions and a tool service manual; 
((*)) (b) Powder load and fastener chart; 

((*)) (c) Service tools and accessories. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-15020 Make sure tools and containers 
are properly labeled. ((Yeu-mrst:)) (1) You must make 
sure tools are properly labeled. 

((*)) (2) You must make sure each tool has a readable, 
permanent label that shows the manufacturer's: 

((-)) (a) Model number. 

((-)) (b) Unique serial number. 

((*)) (3) You must make sure there is a durable warning 
label on each tool that: 

((-)) (a) Reads "WARNING - FOR USE ONLY BY QUALIFIED 
OPERATORS ACCORDING TO MANUFACTURER'S INSTRUCTION 
MANUAL" ((OR 

-)) or 

(b) Uses words with the same meaning. 
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(Œ (4) You must make sure the tool storage container 
has these labels: 


((*)) (a) "POWDER ACTUATED TOOL" on the outside of the 
container in an easily seen position. 

((*)) (b) "WARNING - POWDER ACTUATED TOOL. TO BE 
USED ONLY BY A QUALIFIED OPERATOR AND KEPT UNDER 
LOCK AND KEY WHEN NOT IN USE" on the inside cover. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-15025 Make sure powder loads and 
power levels are properly identified. ((¥owmust: 

«)) You must make sure powder loads and power levels 
are identified as specified in Table 3, Powder-Load Identifi- 
cation 


Table 3 
Powder-Load Identification 


Baar Color Identification 
tevél Case Load 
Color Color 
Lowest Level 1 Brass Gray 
2 Brass Brown 
3 Brass Green 
4 Brass Yellow 
5 Brass Red 
6 Brass Purple 
7 Nickel Gray 
8 Nickel Brown 
9 Nickel Green 
10 Nickel Yellow 
Highest power 11 Nickel Red 
level 12 Nickel Purple 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-15030 Use proper powder loads. 
((XYowmuast: 

+)) You must use only a powder load that is: 

((-)) (L) Recommended by the tool manufacturer for the 
particular tool ((OR 

-)) or 

(2) One that provides the same level of safety and perfor- 
mance. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-15035 Make sure the tool is appropri- 
ate to the job. ((Yeu-must:)) (1) You must use the lowest 
velocity class of tool and load that will properly set the fas- 
tener. 
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(2) You must use the proper shield, fixture, adaptor, or 
accessory that is: 

((*)) (a) Suitable for the job; 

((*)) (b) Recommended and supplied by the manufac- 
turer. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-15040 Make sure the operator uses 
the tool safely. ((‘Yeu-must:)) (1) You must make sure the 
operator: 

((*)) (a) Inspects the tool before using it, as recom- 
mended by the tool manufacturer; 

((*)) (b) Uses the tool according to the manufacturer's 
instructions; 

((*)) (c) Keeps the tool unloaded until just before using 


1t; 

((*)) (d) Unloads the tool at once if work is interrupted 
after the tool has been loaded; 

((*)) (e) Does not leave a tool or powder load unattended 
where it would be available to an unauthorized person; 

((*)) (®© Never points a tool (loaded or unloaded) at any 
part of a person's body. 


Note: A magazine or clip fed tool is not considered loaded until a 
powder load is actually in the ram (firing chamber). 


((You-must:)) 

(2) You must make sure tools are not used in an explo- 
sive or flammable atmosphere. 

(3) You must do this if the tool misfires: 

((*)) (a) Hold it firmly against the work surface for thirty 
seconds ((Fhen 

*)); then 

(b) Follow the instructions in the tool manufacturer's 
instruction manual. 

(4) You must hold the tool perpendicular to the work sur- 
face when fastening to any material. 

Exemption: 

This does not apply if the tool manufacturer recommends 
a different technique for a specific job. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-15045 Use fasteners safely. (“Yeu 
mast:)) (1) You must use fasteners: 

((*)) (a) Recommended by the tool manufacturer for the 
particular tool ((OR 

«)), or 

(b) Fasteners that provide the same level of safety and 
performance. 

(2) You must keep the fastener from passing completely 
through the structural material by using a backing material 
when driving a fastener into any material that is any of the 
following: 

((*)) (a) Easily penetrated; 

(©) b) Thin, 

((*)) (c) Of questionable resistance. 
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(3) You must make sure the material is suitable for fas- 
tening. Do not drive fasteners into very hard or brittle mate- 
rial such as: 

((*)) (a) Cast iron; 

((*)) (b) Glazed tile; 

((*)) (c) Hardened steel; 

((*)) (d) Glass block; 

((*)) (e) Natural rock; 

((*)) Œ Hollow tile; 

((*)) (g) Most brick. 

(4) You must make sure positive alignment with an 
existing hole is maintained by using a guide or other means 
supplied or recommended by the tool manufacturer before 
driving a fastener into the hole. 

(5) You must make sure fasteners are not driven into any 
spalled (chipped or crumbled) area. 

(6) You must drive fasteners into concrete only if the fas- 
tener shank will penetrate no more than one-third the thick- 
ness of the concrete. 

(7) You must make sure fasteners are driven at least: 

((*)) (a) One-half inch (13 mm) from the edge of steel; 

((*)) (b) Three inches (75 mm) from the unsupported 
edge of masonry material. 

Exemption: 

This does not apply if an application is specifically 
required or recommended by the tool manufacturer. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-15050 Inspect and maintain tools 
properly. ((Yeu-must: 

*)) (1) You must make sure any tool that is not in proper 
working condition is: 

((-)) (a) Immediately removed from service; 

((-)) (b) Tagged; 

((-)) (c) Properly repaired as specified in the manufac- 
turer's instructions before being used again. 

((*)) (2) You must regularly service the tool and inspect 
it for worn or damaged parts at intervals recommended by the 
tool manufacturer. 

((*)) 3) You must replace worn or damaged parts before 
the tool is used. This must be done: 

((-)) (a) By a qualified person; 

((-)) (b) Using only parts supplied by the tool manufac- 
turer. 


((*)) (4) You must keep a written record of inspection 
dates. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-15055 Make sure tools are stored 
properly. ((Yew-must:)) (1) You must make sure there is a 
container that can be locked for each tool. 

(2) You must make sure tools and powder loads that are 
not being used are: 

((*)) (a) Locked in a container; 

((*)) (b) Stored in a safe place; 

((*)) (c) Only available to authorized persons. 
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(3) You must store all manuals, maintenance tools, and 
accessories in the tool container when they are not being 
used. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-160 Power lawnmowers. 

Summary((:)) 

Exemption: 

This section does not apply to commercial equipment 
that is: 

((*)) 1. Designed primarily for agricultural purposes ((OR 

*)), or 

2. Designed primarily to be operated with tractors having 
at least twenty horsepower for cutting grass or other growth 
on highways. 

Your responsibility: 

Make sure power lawnmowers are used safely. 

((Yowmust: 


WAC296-807-16035.)) 


You must meet the 
requirements ... 
Make sure equipment meets 
minimum design and con- 

struction requirements 


in this section: 
WAC 296-807-16005 


Make sure the equipment WAC 296-807-16010 
has the appropriate labels 


and decals 


Make sure the operator WAC 296-807-16015 
understands and follows 
instructions before starting 


the mower 


Use the equipment safely WAC 296-807-16020 
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You must meet the 
requirements ... 
Protect employees from fuel 

and exhaust 


in this section: 
WAC 296-807-16025 


Use walk-behind mowers WAC 296-807-16030 
safely 


Use ride-on mowers safely 


WAC 296-807-16035 


AMENDATORY SECTION (Amending WSR 06-05-027, 
filed 2/7/06, effective 4/1/06) 


WAC 296-807-16005 Make sure equipment meets 
minimum design and construction requirements. ((Yeu 
mrust:)) (1) You must make sure equipment meets ANSI 
design and construction requirements. 


((*)) (a) Make sure power lawnmowers manufactured on 
or after August 1, 2003, meet the requirements of the appro- 
priate ANSI standard: 

((-)) G@) ANSI B71.1-1998, American National Standard 
for Consumer Turf Care Equipment - Walk-Behind Mowers 
and Ride-On Machines with Mowers - Safety Specifications 
((OR 

-)) or 

(ii) ANSI B71.4-1999, American National Standard for 
Commercial Turf Care Equipment - Safety Specifications. 

((*)) (b) Make sure noncommercial power lawnmowers 
manufactured before the effective date of this chapter meet 
the requirements in chapter 296-806 WAC, Machine safety. 


Note: There may be a statement on the tool or in the instruction man- 


ual indicating the tool meets the requirements of the appropri- 
ate ANSI standard. If in doubt, check with the manufacturer. 


((‘¥oumust:)) 

(2) You must position, guard or shield all power-driven 
shafts, chains, belts, gears, friction drive components, nip and 
pinch points, and any exposed components hot enough to 
cause burns while: 

((+)) (a) Starting: 

((*)) ©) Mounting; 

((*)) (c) Operating the machine. 

(3) You must have a shutoff device that: 

((*)) (a) Will stop the motor or engine ((ANB 

-)); and 

(b) Has to be intentionally and manually activated before 
the motor or engine can be restarted. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-16010 Make sure the equipment has 
the appropriate labels and decals. ((Yeu-nrist:)) (1) You 
must make sure all positions of the operating controls are 
clearly identified. 


(2) You must make sure warning and caution labels or 
decals on the mower are readable and replace them if neces- 
sary. 
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AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-16015 Make sure the operator under- 
stands and follows instructions before starting the 
mower. ((¥ew+rst:)) (1) You must make sure the operator 
understands all instructions for operating the mower that are 
in the manufacturer's instructions and on the machine. 

((*)) (2) You must make sure the operator is thoroughly 
familiar with the controls and proper use of the mower before 
starting it. 

(Œ G) You must make sure the proper guards, plates, 
grass catcher or other safety devices are in place before start- 
ing the mower. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-16020 Use the equipment safely. 
((¥ew-must:)) (1) You must follow the manufacturer's 
instructions for safe use of the equipment. 

(2) You must keep people clear of discharge opening(s). 

(3) You must keep people's hands and feet clear of rotat- 
ing parts. 

(4) You must clear the area of objects such as rocks, toys, 
wire, bones, sticks, etc., which could be picked up and 
thrown by the blade and create a hazard for the operator or 
other persons. 

(5) You must make sure the operator stops the engine 
before: 

((*)) (a) Leaving the equipment; 

((*)) (b) Unclogging the grass discharge chute; 

((*)) (c) Cleaning the mower. 

(6) You must make sure the operator wears safety gog- 
gles or safety glasses with side shields when operating the 
mower. 


Note: Use the personal protective equipment (PPE) hazard assess- 
ment to determine the type of footwear and other PPE the 
employees need to wear. See WAC 296-800-160, PPE, in the 
safety and health core rules. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-16025 Protect employees from fuel 
and exhaust. 

Exemption: 

This section does not apply to electric engines. 

((Youmeust:)) 

(1) You must make sure to: 

((*)) (a) Keep the gas cap on whenever the engine is run- 
ning. 

((*)) (b) Shut off the engine before and during refueling. 

(2) You must make sure not to refuel the machine 
indoors. 

(3) You must make sure not to run the engine in a closed 
area. 

Exemption: 

You can refuel the machine indoors or run the engine in 
a closed area if the area was specifically designed for such 
use. 
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AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-16030 Use walk-behind mowers 
safely. ((Yeu-mrast:)) (1) You must make sure the operator 
wears substantial footwear when operating a walk-behind 
mower. 


Note: Use the personal protective equipment (PPE) hazard assess- 
ment to determine the type of footwear and other PPE the 
employees need to wear. See WAC 296-800-160, PPE, in the 
safety and health core rules. 


((Youmast:)) 
(2) You must mow across the face of a slope. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-16035 Use ride-on mowers safely. 
((¥oumust:)) (1) You must make sure not to carry passen- 
gers. 

(2) You must make sure the operator looks down and 
behind before and while moving backwards. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-170 Jacks. 

Summary((- 

HHPORFANT)) 

Important: 

This section applies to portable hand- or power-oper- 
ated: 

((*)) d) Hydraulic jacks; 

((*)) (2) Mechanical ratchet jacks; 

((*)) G) Mechanical screw jacks. 

Your responsibility: 

Make sure jacks are safe to use. 

((Hou-must: 


WAC 296-807-7020.) 


You must meet the 
requirements ... 
Make sure jacks are labeled 

with their rated load(s) 


in this section: 
WAC 296-807-17005 


Make sure the jack is safe to | WAC 296-807-17010 


lift the load 
Lift the load safely 


WAC 296-807-17015 


Permanent 
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You must meet the 
requirements ... 
Visually inspect jacks and 
keep them in good working 
order 


in this section: 
WAC 296-807-17020 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-17005 Make sure jacks are labeled 
with their rated load(s). ((4eu-nrast: 

*)) You must make sure the rated load(s) of the jack is: 

((-)) (1) Readable; 

((-)) (2) Durably marked in an easily seen location on the 
jack. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-17010 Make sure the jack is safe to lift 
the load. ((Yeu-mest:)) (1) You must visually examine the 
general condition of the jack before each use. 


Note: Ifa jack is to be used more than once on a shift, the visual 
examination is only required before the jack is used for the first 
time that shift. 


((Xoumust:)) 

(2) You must make sure the weight to be lifted or sup- 
ported is within the rated load of the jack. 

(3) You must make sure the base of the jack is on a firm 
foundation or blocked before lifting the load. 

(4) You must make sure hydraulic jacks exposed to 
freezing temperatures function properly at the temperature 
they will be used. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-17015 Lift the load safely. ((Yeu 
mast:)) (1) You must place a block between the load cap and 
the load if the load could slip off the jack. 

(2) You must secure the load from falling or slipping 
immediately after it is raised by one or more of the following: 

((+)) (a) Cribbing: 

(©) (b) Blocking; 

((*)) (c) Some other equally effective method. 

(3) You must make sure you do not exceed the limit of 
travel of the jack. 

Note: The limit of travel can be determined by one or more of the fol- 
lowing: 


((*)) 1. A positive stop; 
((*)) 2. A stop indicator; 
((*)) 3. Some other equally effective method. 


AMENDATORY SECTION (Amending WSR 07-03-163, 
filed 1/24/07, effective 4/1/07) 


WAC 296-807-17020 Visually inspect jacks and keep 
them in good working order. 


Note: There are two types of inspection, frequent or periodic, 
depending on how often they are done. 
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((‘¥ou-mrst:)) (1) You must inspect jacks at appropriate 
intervals: 

((*)) (a) Make sure frequent inspections are done by the 
operator or other designated person as follows: 

((-)) Gi) Before a jack is first placed in service((-)); 

((-)) Gi) Monthly for a jack used in normal service((-)); 

((-)) Gii) Daily or before each use for a jack used for 
other than normal service((-)); 

((-)) (iv) Before using a jack that has been altered, mod- 
ified, or repaired((=)); 

((-)) (v) Before using a jack that has not been used in one 
year or more. 

((*)) (b) Make sure a periodic inspection of the jack is 
done once a year. 

((*)) (c) Inspect the jack using Table 4, Jack Inspection 
Requirements, during any frequent or periodic inspection. 

(2) You must make sure a jack that is out of order is: 

((+)) (a) Tagged: 

((*)) (b) Not used until repaired. 

(3) You must make sure a jack is properly lubricated at 
regular intervals. 


Note: The jack should be lubricated following the manufacturer's 
instructions. 
Table 4 
Jack Inspection Requirements 
Frequent Periodic 
Inspection Item Inspection Inspection 


Check all of the following items that apply to the jack: 


Improper pawl engage- x x 
ment 

Excessive pawl wear x X 
Chipped, cracked, or X X 
worn rack teeth 

Cracked or damaged X X 
housing 

Damaged, bent, or worn X X 
threads 

Leaking hydraulic fluid X X 
Scored or damaged X X 
plunger 

Improper functioning X X 
Free movement of X X 
swivel, heads, and caps 

Loose bolts or rivets X X 
Damaged or improperly X X 
assembled accessory 

equipment 

Rack wear or bending x x 
Other items as specified X X 
in the manufacturer's 

instructions 
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Periodic 
Inspection 


Frequent 
Inspection Item Inspection 


Check all of the following items that apply to the jack: 


Watch the jack during oper- x x 
ation 
More detailed inspection X 


required if a designated per- 
son determines any condi- 
tion discovered is a hazard 


Clean and check internal X 
parts for wear or damage if 

inspection indicates an 

internal problem 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-180 Portable tools using abrasive 
wheels. 

Summary((: 

IMPORTFANF:)) 

Important: 

This section applies to portable tools using abrasive 
wheels. 

(Definition: 


wheels-)) 

Exemption: 

This section does not apply to machines using: 

((*)) 1. Natural sandstone wheels; 

((*)) 2. Pulpstone wheels; 

((*)) 3. Coated abrasive products; 

((*)) 4. Loose abrasives. 

Your responsibility: 

Make sure abrasive wheel tools and wheels are safe to 
use. 

((Yowmust: 


WSR 15-23-086 


SEDE-HANDEES 


Use-side- hand! iealand leerind 
WAC 296-807 18035 


WAC 296-807-180708 
u ifef p : i heels-witt 


WAC 296-807-1805 


WAC296-807-18085.)) 


You must meet the 


requirements ... in this section: 


Make sure abrasive wheels | WAC 296-807-18005 


and tools are properly 
designed and constructed 


Make sure machines have 
safety guards 


WAC 296-807-18010 


Keep safety guards in good | WAC 296-807-18015 
functional condition 


Use specific safety guards | WAC 296-807-18020 
for machines using Type 1 
grinding wheels, cutting-off 
wheels, and tuck pointing 


wheels 


Use specific safety guards | WAC 296-807-18025 
for vertical and angle grind- 
ers using Type 6 or Type 11 


wheels 


WAC 296-807-18030 


Use specific safety guards 
for vertical and angle grind- 
ers using Type 27, 28 and 29 
wheels 


Use side handles on vertical | WAC 296-807-18035 
and angle grinders 
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You must meet the 


requirements ... in this section: 


Make sure abrasive wheels | WAC 296-807-18040 


are safe to use 


Mount wheels properly WAC 296-807-18045 


Use proper flanges WAC 296-807-18050 


Make sure flanges are in WAC 296-807-18055 


good condition 


Use specific flanges for WAC 296-807-18060 


Type | cutting-off wheels 


Use specific flanges for WAC 296-807-18065 


Type 27A cutting-off wheels 


Use specific flanges for WAC 296-807-18070 


threaded hole wheels 


Use specific flanges for cup, | WAC 296-807-18075 
cone or plug wheels with 
threaded inserts or project- 


ing studs 


Use blotters when required | WAC 296-807-18080 


Meet specific blotter WAC 296-807-18085 
requirements when using 


modified Types 6 and 11 


wheels (terrazzo) 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-18005 Make sure abrasive wheels and 
tools are properly designed and constructed. ((Yeu-must: 

*)) You must make sure abrasive wheels and tools meet 
the design and construction requirements of: 

((-)) (1) American National Standards Institute (ANSD 
B7.1-2000, Safety Requirements for the Use, Care and Pro- 
tection of Abrasive Wheels ((OR 

-)) or 

(2) ANSI B186.1-1984, Safety Code for Portable Air 
Tools. 


Note: Tools may have a statement on the tool or in the instruction 
manual that the tool meets the appropriate ANSI standard. If in 
doubt, check with the manufacturer. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-18010 Make sure machines have 
safety guards. ((Yeu-must: 

*)) (1) You must use abrasive wheels only on machines 
that have safety guards. 

((*)) (2) You must make sure the safety guard: 

((-)) (a) Is mounted so it maintains proper alignment with 
the wheel; 

((-)) (b) Is mounted with fasteners strong enough to keep 
the guard in position if a wheel breaks; 

((-)) (c) Is positioned to deflect pieces of an accidentally 
broken wheel away from the operator; 
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((-)) (d) Covers the spindle end, nut, and flange projec- 
tions. 

Exemption: 

Safety guards are not required on machines that use: 

((*)) 1. Wheels for internal grinding while advancing, 
retracting or within the work, 

((*)) 2. Mounted wheels two inches or less in diameter. 

((*)) 3. Types 16, 17, 18, 18R, and 19 cones and plugs 
and threaded hole pot balls where((- 

-)) the work offers protection ((OR 

-)) or the size does not exceed three inches in diameter by 
five inches long. 

((*)) 4. Notched, segmented, or continuous rim metal 
centered diamond lapidary wheels that are((z 

-)) used with a coolant deflector ((AND 

-)) and operated at 3,500 SFPM or less. 

((*)) 5. Type 1 wheels that are: 

((-)) a. Two inches or less in diameter; 

((-)) b. One-half inch or less thick; 

((-)) c. Operating at peripheral speeds less than 1,800 
SFPM; 

((-)) d. Mounted on mandrels and used in portable drills. 

((*)) 6. Type 1 reinforced wheels that are: 

((-)) a. Three inches or less in diameter one-quarter inch 
or less thick; 

((-)) b. Operating at peripheral speeds of 9,500 SFPM or 
less; 

((-)) c. Used by operators wearing safety glasses and face 
shields((-)); 

((*)) d. Valve seating grinding wheels. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-18015 Keep safety guards in good 
functional condition. ((Yeu-must: 

*)) (1) You must make sure safety guards are in good 
functional condition. 

((*)) (2) You must replace any safety guard that: 

((-)) (a) Is damaged, bent or severely worn ((OR 

-)) or 

(b) Has been hit by parts from a breaking wheel. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-18020 Use specific safety guards for 
machines using Type 1 grinding wheels, cutting-off 
wheels, and tuck pointing wheels. ((¥Yowmust: 

*)) You must make sure the safety guard covers the top 
and sides of the wheel for at least one hundred eighty degrees. 


Note: It is not required to cover the spindle end, nut and outer flange. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-18025 Use specific safety guards for 
vertical and angle grinders using Type 6 or Type 11 
wheels. ((¥owmust: 


*)) (1) You must make sure the safety guard: 
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((-)) (a) Covers the wheel's plane of rotation toward the 
operator for at least one hundred eighty degrees; 

((-)) (b) Covers the side of the wheel toward the driving 
flange for at least one hundred eighty degrees; 

((-)) (c) Has a skirt which is adjustable to within one- 
eighth inch of the plane of the surface of the wheel. 

((*)) (2) You must make sure not to use a "revolving cup 
guard." 


Note: "Cup back bushings" do not substitute for safety guards. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-18030 Use specific safety guards for 
vertical and angle grinders using Type 27, 28 and 29 

wheels. ((¥owmust: 

«)) You must make sure safety guards: 

((-)) (C) Cover the wheel's plane of rotation toward the 
operator for at least one hundred eighty degrees. 

((-)) (2) Cover the side of the wheel toward the driving 
flange for at least one hundred eighty degrees. 

((-)) (3) Have a lip on the outer edge that: 

((m#)) (a) Extends beyond the surface of the wheel 
throughout the one hundred eighty degree coverage ((AND 

#)), and 

(b) Curls inward to deflect wheel fragments. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-18035 Use side handles on vertical 
and angle grinders. ((¥et-meust:)) You must use a side han- 
dle on all four-inch and larger vertical and angle grinders. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-18040 Make sure abrasive wheels are 
safe to use. Sanaa 

*)) (1) You must do the following before mounting a 
wheel: 

((-)) (a) Visually inspect the wheel for cracks or damage; 

((-)) (b) Perform a ring test for cracks (size and shape of 
the wheel permitting); 

((-)) (c) Make sure the spindle speed of the machine is 
not greater than the operating speed of the wheel. 


((*)) (2) You must make sure a damaged or cracked 
wheel is not mounted or used. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-18045 Mount wheels properly. (“Yeu 
mrust:)) (1) You must make sure wheels fit freely on the spin- 
dle, wheel sleeves, or adaptors, and remain free under all 
grinding conditions. 

(2) You must make sure wheel, blotter and flange sur- 
faces that contact each other are flat and free of foreign parti- 
cles. 

(3) You must make sure any reducing bushing used in 
the wheel hole: 


[45] 


WSR 15-23-086 


((*)) (a) Fits freely on the spindle and maintains proper 
clearance; 

((*)) (b) Does not exceed the width of the wheel or con- 
tact the flanges. 

(4) You must make sure that multiple wheels mounted 
between a single set of flanges are either: 

((*)) (a) Cemented together ((OR 

*)),or 

(b) Separated by spacers that have a diameter and bear- 
ing surface that is the same as the mounting flanges. 


AMENDATORY SECTION (Amending WSR 07-03-163, 
filed 1/24/07, effective 4/1/07) 


WAC 296-807-18050 Use proper flanges. ((Yeu 
mast: 

*)) (1) You must mount all abrasive wheels between 
flanges that have a diameter at least one-third the diameter of 
the wheel. 

Exemption: 

This requirement does not apply to the following types 
of wheels: 

((*)) 1. Mounted wheels; 

((*)) 2. Cup, cone or plug wheels with threaded inserts or 
projecting studs; 

((*)) 3. Abrasive disc wheels (inserted nut, inserted 
washer and projecting stud type); 

((*)) 4. Plate mounted wheels; 

((*)) 5. Cylinder, cup, or segmental wheels mounted in 
chucks; 

((*)) 6. Types 27, 28, and 29 wheels; 

((*)) 7. Internal wheels less than two inches in diameter; 

((*)) 8. Modified Type 6 and 11 wheels (terrazzo); 

((*)) 9. Types 1 and 27A cutting-off wheels. 

((Meu-mrust: 

*)) (2) You must make sure flanges are: 

((-)) (a) Dimensionally accurate; 

((-)) (b) Properly balanced; 

(©) (c) Flat; 

((-)) (d) Free of rough surfaces or sharp edges. 


((-)) (3) You must make sure, if a wheel is mounted 
between two flanges, that both flanges: 


((-)) (a) Are the same diameter; 

((-)) (b) Have equal bearing surfaces. 

Exemption: 

The following wheels do not require same diameter, 
equal bearing surface flanges: 

((*)) 1. Types 27, 28, and 29 wheels with adaptors; 

((*)) 2. Modified Types 6 and 11 wheels with tapered K 
dimension; 

((*)) 3. Internal wheels less than two inches in diameter. 

((“¥Youamust: 

*)) (4) You must make sure the driving flange is: 

((-)) (a) Part of the spindle ((OR 

-)) or 

(b) Securely fastened to the spindle. 
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AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-18055 Make sure flanges are in good 
condition. ((“Yet-must 


*)) (1) You must make sure flange bearing surfaces are in 
good condition. 

((*)) (2) You must replace or remachine any flange with 
a mounting surface that has any of the following problems: 

(©) (a) Warped: 

((-)) (b) Burred on the bearing surface; 

((-)) (c) Excessively worn (thickness or diameter); 


((-)) (d) Out of true. 


Flanges that are refaced or trued need to satisfy minimum 
dimension requirements specified in ANSI B7.1-2000, Safety 
Requirements for the Use, Care and Protection of Abrasive 
Wheels. 


Note: 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-18060 Use specific flanges for Type 1 
cutting-off wheels. ((Yeu-must: 


«)) You must mount Type 1 cutting-off wheels between 
flanges that are: 


((-)) C) Properly relieved with matching bearing sur- 
faces; 


((-)) (2) At least one-quarter the wheel diameter. 


American National Standards Institute (ANSI) B7.1-2000, 
Safety Requirements for the Use, Care and Protection of Abra- 
sive Wheels, has specific exemptions for some reinforced, 
bonded abrasive cutting-off wheels and steel centered, dia- 
mond cutting-off wheels. These wheels are primarily used for 
masonry cutting and concrete sawing. 


Note: 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-18065 Use specific flanges for Type 
27A cutting-off wheels. ((¥Yowmust: 


*)) You must mount Type 27A cutting-off wheels 
between flanges that are: 


((-)) C1) Flat (unrelieved) with matching bearing sur- 
faces; 


((-)) (2) At least one-quarter the wheel diameter. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-18070 Use specific flanges for 
threaded hole wheels. ((“Yeu-must: 


«)) You must use a back flange to mount threaded hole 
wheels that is: 


((-)) (1) Flat (unrelieved); 
((-)) (2) Securely fastened and square to the spindle axis; 
((-)) (3) Able to properly support the wheel. 
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AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-18075 Use specific flanges for cup, 
cone or plug wheels with threaded inserts or projecting 
studs. ((¥owmust: 

*)) You must mount cup, cone or plug wheels with 
threaded inserts or projecting studs against a straight, unre- 
lieved flange. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-18080 Use blotters when required. 
((XYommist: 

*)) (1) You must use a blotter between each flange and 
the abrasive wheel surface to uniformly distribute flange 
pressure. 

((*)) (2) You must make sure the blotter covers the entire 
flange contact area. 

((*)) (3) You must use a new blotter each time a wheel is 
mounted unless the wheel has a blotter already attached to it 
by the manufacturer. 

((*)) (4) You must make sure scuffed or damaged blotters 
are not used. 

Exemption: 

You do not need to use a blotter with: 

((*)) 1. Mounted wheels; 

((*)) 2. Abrasive disc and Type 2 wheels which are 
mounted by inserted nuts, inserted washers, or projecting 
studs; 

((*)) 3. Plate mounted wheels; 

((*)) 4. Wheels mounted in chucks (such as cylinders and 
segmental wheels); 

((*)) 5. Types 27, 28, and 29 wheels; 

((*)) 6. Type 1 and Type 27A cutting-off wheels; 

((*)) 7. Internal wheels less than two inches in diameter; 

((*)) 8. Diamond and cubic boron nitride wheels with 
metal or carbon fiber cores. 


AMENDATORY SECTION (Amending WSR 03-09-009, 
filed 4/4/03, effective 8/1/03) 


WAC 296-807-18085 Meet specific blotter require- 
ments when using modified Types 6 and 11 wheels (ter- 
razzo). ((¥owmuast: 

*)) You must mount modified Types 6 and 11 wheels 
(terrazzo) with a blotter applied to the flat side of the wheel 
only. 


REPEALER 


The following section of the Washington Administrative 
Code is repealed: 


WAC 296-807-190 Definitions. 


NEW SECTION 


WAC 296-817-099 Noise definitions. A-weighted. An 
adjustment to sound level measurements that reflects the sen- 
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sitivity of the human ear. Used for evaluating continuous or 
average noise levels. 

Audiogram. A chart, graph, or table resulting from an 
audiometric test showing an individual's hearing threshold 
levels as a function of frequency. 

Audiologist. A professional, specializing in the study 
and rehabilitation of hearing, who is certified by the Ameri- 
can Speech, Hearing, and Language Association, or the 
American Academy of Audiology, and is licensed by the 
state board of examiners. 

Baseline audiogram. The audiogram against which 
future audiograms are compared. The baseline audiogram is 
collected when an employee is first assigned to work with 
noise exposure. The baseline audiogram may be revised if 
persistent standard threshold shift (STS) of improvement is 
found. 

Continuous noise. Noise with peaks spaced no more 
than one second apart. Continuous noise is measured using 
sound level meters and noise dosimeters with the slow 
response setting. 

Criterion sound level. A sound level of ninety decibels. 
An eight-hour exposure to constant 90 dBA noise is a one 
hundred percent noise dose exposure. 

C-weighted. An adjustment to sound level measure- 
ments that evenly represents frequencies within the range of 
human hearing. Used for evaluating impact or impulse noise. 

Decibel (dB). Unit of measurement of sound level. A- 
weighting, adjusting for the sensitivity of the human ear, is 
indicated as "dBA." C-weighting, an even reading across the 
frequencies of human hearing, is indicated as "dBC." 

Fast response. A setting for a sound level meter that will 
allow the meter to respond to noise events of less than one 
second. Used for evaluating impulse and impact noise levels. 

Hertz (Hz). Unit of measurement of frequency, numeri- 
cally equal to cycles per second. 

Impulsive or impact noise. Noise levels which involve 
maxima at intervals greater than one second. Impulse and 
impact noise are measured using the fast response setting on 
a sound level meter. 

Noise dose. The total noise exposure received by an 
employee during their shift. It can be expressed as a percent- 
age indicating the ratio of exposure received to the noise 
exposure received in an eight-hour exposure to constant noise 
at 90 dBA. It may also be expressed as the sound level that 
would produce the equivalent exposure during an eight-hour 
period (TWAg). 

Noise dosimeter. An instrument that integrates a func- 
tion of sound pressure over a period of time in such a manner 
that it directly indicates a noise dose. 

Occupational hearing loss. A reduction in the ability of 
an individual to hear either caused or contributed to by expo- 
sure in the work environment. 

Otolaryngologist. A physician specializing in diagnosis 
and treatment of disorders of the ear, nose, and throat. 

Permanent threshold shift. A hearing level change that 
has become persistent and is not expected to improve. 

Qualified reviewer. An audiologist, otolaryngologist, or 
other qualified physician who has experience and training in 
evaluating occupational audiograms. 


WSR 15-23-086 


Slow response. A setting for sound level meters and 
dosimeters in which the meter does not register events of less 
than about one second. Used for evaluating continuous and 
average noise levels. 

Sound level. The intensity of noise as indicated by a 
sound level meter. 

Sound level meter. An instrument that measures sound 
levels. 

Standard threshold shift (STS). A hearing level 
change, relative to the baseline audiogram, of an average of 
10 dB or more at 2000, 3000, and 4000 Hz in either ear. 

Temporary threshold shift. A hearing level change that 
improves. A temporary threshold shift may occur with expo- 
sure to noise and hearing will return to normal within a few 
days. Temporary threshold shifts can be indicators of expo- 
sures that lead to permanent hearing loss. 

TWAsg - Equivalent eight-hour time-weighted aver- 
age sound level. That sound level, which if constant over an 
eight-hour period, would result in the same noise dose mea- 
sured in an environment where the noise level varies. 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-100 Scope. The purpose of this chapter 
is to: 

((*)) (1) Prevent employee hearing loss by minimizing 
employee noise exposures ((ANB 

«)), and 

(2) Make sure employees exposed to noise are protected. 

These goals are accomplished by: 

((*)) (1) Measuring and computing the employee noise 
exposure from all equipment and machinery in the work- 
place, as well as any other noise sources in the work area; 

((*)) (2) Protecting employees from noise exposure by 
using feasible noise controls; 

((*)) (3) Making sure employees use hearing protection, 
if you cannot feasibly control the noise; 

((*)) (4) Training employees about hearing loss preven- 
tion; 

((*)) (5) Evaluating your hearing loss prevention efforts 
by tracking employee hearing or periodically reviewing con- 
trols and protection; 

((*)) (6) Making appropriate corrections to your pro- 
gram. 


Reference: Table 1 will help you determine the hearing loss preven- 


tion requirements for your workplace. For the specific 
requirements associated with noise evaluation criteria. 
see WAC 296-817-30010 of this chapter. 


Use Table 1 to help you determine the hearing loss pre- 
vention requirements for your workplace: 
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Table 1 
Noise Evaluation Criteria 


Criteria Description 


85 dBA TWAg | Full-day employee 
noise exposure dose. 
If you have one or 
more employees 
whose exposure 
equals or exceeds this 
level, you must have 
a hearing loss pre- 
vention program. 


90 dBA TWAg | Full-day employee ((-)) Noise con- 
noise exposure dose. | trols 


Requirements 


((-)) Hearing pro- 
tection 

((-)) Training 
((-)) Audiometric 
testing 


If you have one or ((and 
more employees -)) Hearing pro- 
whose exposure tection 


equals or exceeds this 
level, you must 
reduce employee 
noise exposures in 
the workplace. 


((-)) Training 
((-)) Audiometric 
testing 
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WAGC-296-817-20020 


‘cee that seal Ge ae H5-dBA 
WAC 296-817-20025 


WAC 296-847-20035 
WAC 296-847-20046-)) 


You must meet the 
Conduct employee noise expo- 
sure monitoring 
Control employee noise expo- 
sures that equal or exceed 90 dBA 
TWAg 
Make sure employees use hearing | WAC 296-817-20015 
protection when their noise expo- 


sure equals or exceeds 85 dBA 
TWAg 


in this section: 
WAC 296-817-20005 


WAC 296-817-20010 


115 dBA mea- 
sured using 
slow response 


Extreme noise level | ((-)) Hearing pro- 
(greater than one sec- | tection 

ond in duration). ((-)) Signs posted 
in work areas 
warning of expo- 


Make sure exposed employees WAC 296-817-20020 
receive training about noise and 


hearing protection 


Make sure warning signs are WAC 296-817-20025 


posted for areas where noise lev- 


sure 
140 dBC mea- | Extreme impulse or | Hearing protec- 
sured using impact noise (less tion 
fast response | than one second in 
duration). 


((HEARING-EOSS PREVENTION PROGRAM)) 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-200 ((Summary-)) Hearing loss pre- 
vention program. 


Summary 
Your responsibility: 


To prevent employee hearing loss by minimizing, and 
providing protection from, noise exposures. 


Make-sure-empleyees use hearine protection when their 


noise exposure equals or exceed 85 dBA FWA 9 
WAC 296-817 20015 
3 oe i 
; dee sure exposed employces-fceeive- training 
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els equal or exceed 115 dBA 


Arrange for oversight of audio- | WAC 296-817-20030 
metric testing 

Identify and correct deficiencies 
in your hearing loss prevention 
program 

Document your hearing loss pre- 
vention activities 


WAC 296-817-20035 


WAC 296-817-20040 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-20005 Conduct employee noise expo- 
sure monitoring. ((¥owmast: 

*)) (1) You must conduct employee noise exposure mon- 
itoring to determine the employee's actual exposure when 
reasonable information indicates that any employee's expo- 
sure may equal or exceed 85 dBA TWAg. 


Note: ((*)) Representative monitoring may be used where several 
employees perform the same tasks in substantially similar con- 
ditions. 

((*)) Examples of information or situations that can indicate 
exposures which equal or exceed 85 dBA TWAg, include: 
((*)) 1. Noise in the workplace that interferes with people 
speaking, even at close range. 

((*)) 2. Information from the manufacturer of equipment you 
use in the workplace that indicates high noise levels for 
machines in use. 
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((*)) 3. Reports from employees of ringing in their ears or tem- 
porary hearing loss. 

((*)) 4. Warning signals or alarms that are difficult to hear. 
((*)) 5. Work near abrasive blasting or jack hammering opera- 
tions. 

((*)) 6. Use of tools and equipment such as the following: 
((-)) a. Heavy equipment or machinery. 

((-)) b. Fuel-powered hand tools. 

((-)) c. Compressed air-driven tools or equipment in frequent 
use. 

((-)) d. Power saws, grinders or chippers. 

((-)) e. Powder-actuated tools. 


((Yowmmust: 

*)) (2) You must follow applicable guidance in WAC 
296-817-300 when conducting noise exposure monitoring; 

((*)) (3) You must make sure your sampling for noise 
exposure monitoring identifies: 

((-)) (a) All employees whose exposure equals or 
exceeds the following: 

((m)) (i) 85 dBA TWAg (noise dosimetry, providing an 
average exposure over an eight-hour time period); 

((m)) Gi) 115 dBA (slow response sound level meter, 
identifying short-term noise exposures); 

((m)) (iii) 140 dBC (fast response sound level meter, 
identifying almost instantaneous noise exposures). 

((-)) (b) Exposure levels for selection of hearing protec- 
tion. 

((*)) (4) You must provide exposed employees and their 
representatives with an opportunity to observe any measure- 
ments of employee noise exposure that are conducted. 


((*)) (5) You must notify each employee whose exposure 
equals or exceeds 85 dBA TWAg of the monitoring results 


within five working days of when you receive the results. 
((*)) (6) You must conduct additional noise monitoring 
whenever a change in production, process, equipment or con- 
trols, may reasonably be expected to result in: 
((-)) (a) Additional employees whose exposure equals or 
exceeds 85 dBA TWAg: 


((-)) (b) Employees exposed to higher level of noise 
requiring more effective hearing protection. 
Note: Conditions that may be expected to increase exposure include: 
((*)) 1. Adding machinery to the work area. 
((*)) 2. Increasing production rates. 
((*)) 3. Removal or deterioration of noise control devices, 
((*)) 4. Increased use of noisy equipment. 
((*)) 5. Change in work schedule. 
((*)) 6. Change of job duties. 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-20010 Control employee noise expo- 
sures that equal or exceed 90 dBA TWAg. 

((EHPORFAN?T:)) Important: 

Hearing protection provides a barrier to noise and pro- 
tects employees but is not considered a control of the noise 
hazard. Separate requirements apply to hearing protection 
and are found in WAC 296-817-20015. 

((Meu-nnust: 
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*)) You must reduce employee noise exposure, using fea- 
sible controls, wherever exposure equals or exceeds 90 dBA 
TWAg. 


Note: ((*)) 1. Once noise exposures are brought below 90 dBA 
TWaAg, no further reduction is required. However, further 
reduction of noise may reduce the need for other hearing loss 
prevention requirements. 

((*)) 2. Controls that eliminate noise at the source or establish a 
permanent barrier to noise are typically more reliable. For 
example: 

((-)) a. Replacing noisy equipment with quiet equipment. 
((-)) b. Using silencers and mufflers. 

((-)) c Installing enclosures. 

((-)) d. Damping noisy equipment and parts. 

((*)) 3. Other controls and work practices may also be useful 
for reducing noise exposures. Examples include: 

((-)) a. Employee rotation. 

((-)) b. Limiting use of noisy equipment. 

((-)) c. Rescheduling work. 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-20015 Make sure employees use hear- 
ing protection when their noise exposure equals or 
exceeds 85 dBA TWAg. ((Yeu-must: 


*)) (1) You must make sure employees wear hearing pro- 
tectors that will provide sufficient protection when exposure 
equals or exceeds: 

((-)) (a) 85 dBA TWAg (noise dosimetry, providing an 
average exposure over an eight-hour time period); 

((-)) (b) 115 dBA (slow response sound level meter, 
identifying short-term noise exposures); 

((-)) (c) 140 dBC (fast response sound level meter, iden- 
tifying almost instantaneous noise exposures). 

((*)) (2) You must provide employees with an appropri- 
ate selection of hearing protectors: 

((-)) (a) The selection must include at least two distinct 
types (such as molded earplugs, foam earplugs, custom- 
molded earplugs, earcaps, or earmuffs) for each exposed 
employee and must be sufficient to cover: 

((m)) (i) Different levels of hearing protection needed in 
order to reduce all employee exposures to a level below 85 
dBA TWAg; 

((#)) Gi) Different sizes; 

((#)) Gii) Different working conditions. 

((-)) (b) Consider requests of the employees regarding: 

((#)) (1) Physical comfort; 

((#)) Gi) Environmental conditions; 

((#)) Gii) Medical needs; 

((#)) Gv) Communication requirements. 


Note: Hearing protector selection should include earplugs, earcaps 
and earmuffs. 


((Xouwmust: 

*)) (3) You must provide hearing protection at no cost to 
employees. 

((*)) (4) You must supervise employees to make sure that 
hearing protection is used correctly. 


((*)) (5) You must make sure hearing protectors are: 
((-)) (a) Properly chosen for fit; 
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((-)) (b) Replaced as necessary. 


((*)) (6) You must make sure all hearing protection is 
sufficient to reduce the employee's equivalent eight-hour 


noise exposure to 85 dBA or less. When using the A- 
weighted exposure measurements, reported as "dBA TWAg," 


the reduction in noise exposure by hearing protectors is given 
by Table 2: 


Table 2 
Effective Protection of Hearing Protectors 


Type of hearing 
protection 


Effective 
protection 


Single hearing protection 
(earplugs, earcaps or ear- 
muffs) 


7 dB less than the manufac- 
turer assigned noise reduc- 
tion rating (NRR); for 


example, earplugs with an 
NRR of 20 dB are consid- 
ered to reduce employee 
exposures of 95 dBA TWAg 


to 82 dBA TWAg 


2dB less than the higher 
NRR of the two protectors; 
for example, earplugs with 
an NRR of 20 dB and ear- 
muffs with an NRR of 12 dB 
are considered to reduce 
employee exposures of 100 
dBA TWAg to 82 dBA 


TWAg 


Dual hearing protection 
(earplug and earmuff worn 
together) 


((*)) (Z) In addition to protection based on daily noise 
dose, make sure hearing protection has an NRR of at least 20 
dB when exposures involve noise that equals or exceeds 115 
dBA (slow response sound level meter) or 140 dBC (fast 
response sound level meter). 

Note: 1. You may also evaluate hearing protection by using the other 
methods given in the NIOSH Compendium of Hearing Protec- 
tion (NIOSH Publication No. 95-105). 
2. These methods require additional monitoring and are more 
complex, but provide a more thorough evaluation of protection. 
3. This may be useful in cases where communication is critical 
or for evaluating hearing protection for employees with hearing 
impairment. 


AMENDATORY SECTION (Amending WSR 09-15-145, 
filed 7/21/09, effective 9/1/09) 


WAC 296-817-20020 Make sure exposed employees 
receive training about noise and hearing protection. 
((Xowmust: 

*)) (1) You must train each employee whose noise expo- 
sure equals or exceeds 85 dBA TWAg. 

((*)) (2) You must provide training when an employee is 
first assigned to a position involving noise exposure that 
equals or exceeds 85 dBA TWAg and at least annually after 
that. 
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((*)) (3) You must_update information provided in the 
training program to be consistent with changes in controls, 
hearing protectors and work processes. 

((*)) (4) You must make sure your noise and hearing pro- 
tection training includes: 

((-)) (a) The effects of noise on hearing (including both 
occupational and nonoccupational exposures); 

((-)) (b) Noise controls used in your workplace; 

((-)) (c) The purpose of hearing protectors: The advan- 
tages, disadvantages, and attenuation of various types; 

((-)) (d) Instructions about selecting, fitting, using, and 
caring for hearing protection; 

((-)) (e) The purpose and procedures for program evalu- 
ation including audiometric testing and hearing protection 
auditing when you choose to rely upon auditing (see WAC 
296-817-500); 

((-)) (£) The employees' right to access records kept by 
the employer. 

((*)) (5) You must maintain a written program describing 
initial and refresher training. 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-20025 Make sure warning signs are 
posted for areas where noise levels equal or exceed 115 
dBA. ((¥Yowmast: 

*)) (1) You must make sure warning signs are posted at 
the entrances or boundaries of all well-defined work areas 
where employees may be exposed to noise that equals or 
exceeds 115 dBA (measured using a sound level meter with 
slow response). 

((-)) (2) Warning signs must clearly indicate that the area 
is a high noise area and that hearing protectors are required. 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-20030 Arrange for oversight of audio- 
metric testing. ((Yeu-must: 

*)) (1) You must make sure audiometric testing as 
described by WAC 296-817-400 is supervised and reviewed 
by one of the following licensed or certified individuals: 

((-)) (a) An audiologist; 

((-)) (b) An otolaryngologist; 

((-)) (c) Another qualified physician. 

((*)) (2) You must make sure audiograms are conducted 
by one of the above individuals or by a technician certified by 
the Council of Accreditation in Occupational Hearing Con- 
servation (CAOHC) and responsible to a qualified reviewer. 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-20035 Identify and correct deficien- 
cies in your hearing loss prevention program. ((Yeumust: 

*)) (1) You must use audiometric testing to identify hear- 
ing loss, which may indicate program deficiencies. 

((*)) (2) You must take appropriate actions when defi- 
ciencies are found with your program. 

((-)) A deficiency may be indicated when: 
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((m)) (a) Any employee experiences measurable hearing 
loss indicated by a standard threshold shift((eR 
=)); or 
(b) Any employee is not wearing appropriate hearing 
protection during an audit when auditing is used in place of 
baseline audiograms for short term employees (see WAC 
296-817-500, Option to audiometric testing). 
Note: 1. A standard threshold shift or audit deficiency does not nec- 
essarily indicate that a significant hearing loss has occurred. 
2. These criteria are intended to help identify where there may 
be flaws in your hearing loss prevention program that can be 
fixed before permanent hearing loss occurs. 


3. There are additional statistical tools and tests that may be 
used to improve the effectiveness of your program. 

4. Staff conducting audiometric testing and auditing may be 
able to suggest additional ways to improve your hearing loss 
prevention program and tailor it to your worksite. 


((Xouwmust: 

*)) (3) You must evaluate the following, at a minimum, 
when responding to a standard threshold shift: 

((-)) (a) Employee noise exposure measurements; 

((-)) (b) Noise controls in the work area; 

((-)) (c) The selection of hearing protection available and 
refit employees as necessary; 

((-)) (d) Employee training on noise and the use of hear- 
ing protection and conduct additional training as necessary. 
Reference: 1. You may use the option of auditing hearing protection 


(see WAC 296-817-500) for employees hired or trans- 
ferred to jobs with noise exposure for less than one year. 
2. You may also use audiograms provided by a third- 
party hearing loss prevention program in some circum- 
stances. 


3. Details of these program options are found in WAC 
296-817-500, Options to audiometric testing. 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-20040 Document your hearing loss 
prevention activities. ((¥owmust: 

*)) You must create and retain records documenting 
noise exposures. Include, at a minimum: 

((-)) (D) Exposure measurements required by this chapter 
for at least two years and for as long as you rely upon them to 
determine employee exposure; 

((-)) (2) Audiometric test records for the duration of 
employment for the affected employees; 

((-)) (3) Hearing protection audits, if you choose to rely 
upon them, for the duration of employment of the affected 
employees. 


Note: ((*)) 1. You need to keep as complete a record as possible. 
Records developed under previous rules or in other jurisdic- 
tions need to be kept, even when they do not fulfill the full 
requirements of this chapter. 

2. Similarly, records found to have errors in collection or pro- 
cessing need to be kept if they provide an indication of 
employee exposure or medical condition not found in other 
records. 

((*)) 3. You may want to consider your other business needs, 
such as worker's compensation claims management, before dis- 
carding these records. 


[51] 


Reference: You need to follow additional requirements for records 
considered employee exposure or medical records. See 
chapter 296-62 WAC, Part B, Access to records for 
requirements for access to records, employee rights, and 
transfer of records. 


(NOISE MEASUREMENT AND- COMPUTATION)) 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-300 ((Summary;)) Noise measurement 
and computation. 

Summary 

Your responsibility: 

Conduct noise monitoring or measurement to evaluate 
employee exposures in your workplace. 


expesure from sound level measurements 
WAC296-817-30045.)) 


You must meet the 
requirements ... in this section: 

Make sure that noise-measuring | WAC 296-817-30005 
equipment meets recognized stan- 
dards 
Measure employee noise expo- WAC 296-817-30010 
sure 
Use these equations when esti- WAC 296-817-30015 
mating full-day noise exposure 
from sound level measurements 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-30005 Make sure that noise-measur- 
ing equipment meets recognized standards. ((Yeu-must: 


*)) (1) You must make sure that noise dosimetry equip- 
ment meets these specifications: 


((-)) (a) Dosimeters must be equipment class 2AS-90/80- 
5 of the American National Rule Specification for Personal 
Noise Dosimeters, ANSI S1.25-1991((;)). 


(b) Such dosimeters are normally marked "Type 2." 


Note: Make sure any dosimeter you use is Type 2 equipment that: 
((*)) 1. Uses slow integration and A-weighting of sound levels. 
((*)) 2. Has the criterion level set to 90 dB, so the dosimeter 
will report a constant 8-hour exposure at 90 dBA as a 100% 
dose. 
((*)) 3. Has the threshold level set at 80 dB, so the dosimeter 
will register all noise above 80 dB. 
((*)) 4. Uses a 5 dB exchange rate for averaging of noise levels 
over the sample period. 
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((XYouwmust: 


*)) (2) You must make sure that sound level meters meet 
these specifications: 


((-)) (a) American National Standard Specification for 
Sound Level Meters, $1.4-1984, Type 2 requirements for 
sound level meters((;)). 


(b) Such sound level meters are normally marked "Type 
2. " 


((m)) (i) For continuous noise measurements, the meter 
must be capable of measuring A-weighted sound levels with 
slow response. 


((#)) Gi) For impulse or impact noise measurements, the 
meter must be capable of indicating maximum C-weighted 
sound level measurements with fast response. 


((*)) (3) Calibrate dosimeters and sound level meters 
used to monitor employee noise exposure: 


((-)) (a) Before and after each day's use ((AND 


-)) and 
(b) Following the instrument manufacturer's calibration 
instructions. 


Note: ((*)) 1. You may conduct dosimetry using an exchange rate less 
than 5 dB and compare the results directly to the noise evalua- 
tion criteria in Table 1. 

((*)) 2. For measuring impulse and impact noise you may also 
use a sound level meter set to measure maximum impulse C- 


weighted sound levels or peak C-weighted sound levels. 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-30010 Measure employee noise expo- 
sure. 

((HHPORFAN:)) Important: 

A noise dosimeter is the basis for determining total daily 
noise exposure for employees. However, where you have 
constant noise levels, you may estimate employee noise 
exposure using measurements from a sound level meter. Cal- 
culation of the employee noise exposure must be consistent 
with WAC 296-817-30015. 

((Yommast: 


*)) (1) You must include all: 

((-)) (a) Workplace noise from equipment and machinery 
in use; 

((-)) (b) Other noise from sources necessary to perform 
the work; 

((-)) (c) Noise outside the control of the exposed employ- 
ees. 

((*)) (2) You must use a noise dosimeter when necessary 
to measure employee noise dose. 

((*)) (3) You must_use a sound level meter to evaluate 
continuous and impulse noise levels. 


((*)) (4) You must identify all employees whose expo- 
sures equal or exceed the Noise Evaluation Criteria in Table 


1: 
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Table 1 


Noise Evaluation Criteria 


Criteria Description Requirements 

85 dBA TWAg | Full-day employee ((-)) Hearing pro- 
noise exposure dose. | tection 
If you have one or ((-)) Training 
more employees ((-)) Audiometric 
whose exposure testing 
equals or exceeds this 
level, you must have 
a hearing loss pre- 
vention program, 

90 dBA TWAg | Full-day employee Noise controls 
noise exposure dose. | (in addition to the 
If you have one or requirements for 
more employees 85 dBA TWAg) 
whose exposure 
equals or exceeds this 
level, you must 
reduce employee 
noise exposures in 
the workplace. 

115 dBA mea- | Extreme noise level | ((-)) Hearing pro- 


sured using 
slow response 


(greater than one sec- 
ond in duration). 


tection 
((-)) Signs posted 


in work areas 
warning of expo- 
sure 


140 dBC mea- 
sured using 
fast response 


Extreme impulse or 
impact noise (less 
than one second in 


Hearing protec- 
tion 


duration). 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-30015 Use these equations when esti- 
mating full-day noise exposure from sound level measure- 
ments. ((“Meumust: 

*)) You must compute employee's full-day noise expo- 
sure by using the appropriate equations from Table ((3)) 2 
"Noise Dose Computation" when using a sound level meter 
to estimate noise dose. 


Table ((3)) 2 
Noise Dose Computation 


Description Equation 


The total noise dose over the work 
day, as a percentage, is given by 
the following equation where Ch 


Compute the noise 
dose based on several 
time periods of con- 
stant noise during the 
shift 


indicates the total time of expo- 
sure at a specific noise level, and 
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Description 


Equation 


T, indicates the reference dura- 
tion for that level. 
(P= F HEFa} 
(C3/F3) (Cy Fa) 


; 
CC; C, 
GG Éy, 4G 


D =100% 
Ahh A 


\ 


The reference duration 
is equal to the time of 
exposure to continu- 

ous noise at a specific 


The reference duration, T, for 
sound level, L, is given in hours 
by the equation: 


(ERNE 9095) 


sound level that will 
result in a one hundred g 
percent dose T= 


~ Jl t) 


The equivalent eight-hour time 
weighted average, TWAg, is com- 


puted from the dose, D, by the 


Given a noise dose as a 
percentage, compute 
the equivalent eight- 


hour time weighted equation: 
average noise level (EWA. =16.6* bog o(DA00}+ 
98)) 


D 
THA, =16 lslog| -+90 


(AUDIOMETRIC TFESTFING)) 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-400 ((Summery.)) Audiometric test- 
ing. 

Summary 

Your responsibility: 

To conduct audiometric testing of employees exposed to 
noise to make sure that their hearing protection is effective. 

((Yowmust: 

MACE 

Establish—a—baseline—audiogram—for—each—exposed 
employee 

WAC 296-847-40010 


WAC296-817- 40015 

Review-audiograms that indicate—a_standard threshold 
shift 

WAC 296-847-49920 
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: f i4 Sion unl 
Keep the baseline audiogram T 
as audiograms sense Pcrs eee threshold shift ore 
WAC 296-817-49925 
Make-sure-a-reeordis kept of audiometrietests 


WAC 296-817-40035.)) 


You must meet the 
Provide audiometric testing at no 
cost to employees 
Establish a baseline audiogram 
for each exposed employee 


in this section: 
WAC 296-817-40005 


WAC 296-817-40010 


WAC 296-817-40015 
WAC 296-817-40020 


Conduct annual audiograms 


Review audiograms that indicate 
a standard threshold shift 


Keep the baseline audiogram 
without revision, unless annual 
audiograms indicate a persistent 
threshold shift or a significant 
improvement in hearing 


WAC 296-817-40025 


Make sure a record is kept of WAC 296-817-40030 


audiometric tests 


Make sure audiometric testing WAC 296-817-40035 
equipment meets these require- 


ments 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-40005 Provide audiometric testing at 
no cost to employees. ((Yowmast: 

*)) You must provide audiograms, including any 
required travel or necessary additional examinations or test- 
ing, at no cost to exposed employees. 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-40010 Establish a baseline audiogram 
for each exposed employee. ((Yeu-nrust: 
*)) (1) You must conduct a baseline audiogram when an 


employee is first assigned to work involving noise exposures 
that equal or exceed 85 dBA TWAg. 


((-)) (a) Make sure this audiogram is completed no more 
than one hundred eighty days after the employee is first 
assigned ((OR 

-)) or 

(b) Make sure employee is covered by a hearing protec- 
tion audit program (as described by WAC 296-817-500 and 
available as an alternative only for employees hired for less 
than one year). 


Permanent 


WSR 15-23-086 


Note: Employers who utilize mobile test units are allowed up to one 
year to obtain a valid baseline audiogram for each exposed 
employee. The employees must still be given training and hear- 
ing protection as required by this chapter. 


((Mou-must: 

*)) (2) You must make sure employees are not exposed to 
workplace noise at least fourteen hours before testing to 
establish a baseline audiogram. 

((-)) Hearing protectors may be used to accomplish this. 

((*)) (3) You must notify employees of the need to avoid 
high levels of nonoccupational noise exposure (such as loud 
music, headphones, guns, power tools, motorcycles, etc.) 
during the fourteen-hour period immediately preceding the 
baseline audiometric examination. 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-40015 Conduct annual audiograms. 
((Yommist: 

*)) (1) You must conduct annual audiograms for employ- 
ees as long as they continue to be exposed to noise that equals 
or exceeds 85 dBA TWAg. 


Note: 1. Annual audiometric testing may be conducted at any time 

during the work shift. By conducting the annual audiogram 
during the work shift with the employee exposed to typical 
noise for their job, the test may record a temporary threshold 
shift. 
2. This makes the test more sensitive to potential hearing loss 
and may help you improve employee protection before a per- 
manent threshold shift occurs. A suspected temporary shift is 
one reason an employer may choose to retest employee hear- 
ing. 

((Yommust: 

*)) (2) You must make sure each employee is informed 
of the results of his or her audiometric test. 

((-)) Include whether or not there has been a hearing 
level decrease or improvement since their previous test. 

((*)) (3) You must make sure each employee's annual 
audiogram is compared to his or her baseline audiogram by 
an audiologist, otolaryngologist, another qualified physician, 
or the technician conducting the test to determine if a stan- 
dard threshold shift has occurred. 

((-)) If the annual audiogram indicates that an employee 
has suffered a standard threshold shift, you may obtain a 
retest within thirty days and consider the results of the retest 
as the annual audiogram. 

((*)) (4) You must make sure that an audiologist, otolar- 
yngologist, or other qualified physician sees any annual 
audiogram that indicates a standard threshold shift. 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-40020 Review audiograms that indi- 
cate a standard threshold shift. (-Yeu-must: 

*)) (1) You must make sure the health care professional 
supervising audiograms has: 

((-)) (a) A copy of this chapter; 

((-)) (b) The baseline audiogram and most recent audio- 
gram of the employee to be evaluated; 
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((-)) (c) Background noise level records for the testing 
room; 

((-)) (d) Calibration records for the audiometer. 

((*)) (2) You must obtain an opinion from the health care 
professional supervising audiograms as to whether the audio- 
grams indicate possible occupational hearing loss and any 
recommendations for changes in hearing protection, 

((*)) G) You must pay for any clinical audiological eval- 
uation or otological examination required by the reviewer, if: 

((-)) (a) Additional review is necessary to evaluate the 
cause of hearing loss ((OR 

-)) or 

(b) If there is indication of a medical condition of the ear 
caused or aggravated by the wearing of hearing protectors. 

((*)) (4) You must inform the employee in writing of the 
existence of a standard threshold shift within twenty-one cal- 
endar days of the determination. 

((*)) (5) You must make arrangements for the reviewer to 
communicate to the employee any suspected medical condi- 
tions that are found unrelated to your workplace. This infor- 
mation is confidential and must be handled appropriately. 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-40025 Keep the baseline audiogram 
without revision, unless annual audiograms indicate a 
persistent threshold shift or a significant improvement in 
hearing. ((eu-must: 

*)) You must keep the baseline audiogram without revi- 
sion, unless a qualified reviewer determines: 

((-)) d) The standard threshold shift revealed by the 
audiogram is persistent ((OR 

-)) or 

(2) The hearing threshold shown in the annual audio- 
gram indicates significant improvement over the baseline 
audiogram. 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-40030 Make sure a record is kept of 
audiometric tests. ((Yeust: 

+)) You must retain a legible copy of all employee audio- 
grams conducted under this chapter. 

((-)) Make sure the record includes: 

((#)) (1) Name and job classification of the employee; 

((m)) (2) Date of the audiogram; 

((#)) (3) The examiner's name; 

((m)) (4) Date of the last acoustic or exhaustive calibra- 
tion of the audiometer; 

((#)) (5) Employee's most recent noise exposure assess- 
ment; 

((#)) (6) The background sound pressure levels in audio- 
metric test rooms. 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-40035 Make sure audiometric testing 
equipment meets these requirements. ((¥owmmust: 
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*)) (1) You must use pure tone, air conduction, hearing 
threshold examinations, with test frequencies including as a 
minimum 500, 1000, 2000, 3000, 4000, and 6000 Hz. 

((-)) (a) Tests at each frequency must be taken separately 
for each ear; 

((-)) (b) Supra-aural headphones must be used. 

((*)) (2) You must conduct audiometric tests with audi- 
ometers (including microprocessor audiometers) that meet 
the specifications of, and are maintained and used according 
to, American National Standard Specification for Audiome- 
ters, S3.6-1996. 

((*)) (3) You must check the functional operation of the 
audiometer each day before use by doing all of the following: 

((-)) (a) Make sure the audiometer's output is free from 
distorted or unwanted sound; 

((-)) b) Test either a person with known, stable hearing 
thresholds or a bio-acoustic simulator; 

((-)) (c) Perform acoustic calibration for deviations of 10 
dB or greater. 

((*)) (4) You must check audiometer calibration must be 
checked acoustically at least annually to verify continued 
conformance with ANSI S$3.6-1996. Test frequencies below 
500 Hz and above 6000 Hz may be omitted from this check, 

((*)) (5) You must perform an exhaustive calibration 
must be performed at least every two years according to the 
American National Standard Specification for Audiometers, 
S3.6-1996. Test frequencies below 500 Hz and above 6000 
Hz may be omitted from the calibration. 

((*)) (6) You must provide audiometric test rooms that 
meet the requirements of ANSI S3.1-1999 American 
National Standard Maximum Permissible Ambient Noise 
Levels for Audiometric Test Rooms using the following table 
of maximum ambient sound pressure levels: 


Table 4 
Maximum Ambient Sound Pressure Levels 


Frequency 

(Hz) 500 1000 | 2000 | 4000 8000 

Sound 

Pressure 

Level (dB) | 40 40 47 57 62 
Note: The American Industrial Hygiene Association and National 


Hearing Conservation Association recommend conducting 
audiograms using the requirements of ANSI S3.1-1999 Amer- 
ican National Standard Maximum Permissible Ambient Noise 
Levels for Audiometric Test Rooms with adjustments at only 
500 Hz and below. 


(OPTIONS FO ALDIOMEFRIC FESTING)) 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-500 ((Summery-.)) Options to audio- 
metric testing. 


Summary 
Your responsibility: 


This section provides options to baseline audiometric 
testing for employees assigned to duties with noise exposures 
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for less than one year. These program options may also be 
used to provide added assessment of longer-term employees 
in addition to audiometric testing. 

The requirements of this section apply only if you decide 
to use auditing or a third-party hearing loss prevention pro- 
gram and do not conduct baseline audiometric testing for 
those employees. 

Hearing Protection Audits 

((Xowmuast: 

Spies heati : i 


WAC296-817 50045 
WAC296-847-50020)) 


You must meet the 
requirements ... in this section: 

Conduct hearing protection audits | WAC 296-817-50005 

at least quarterly 


Make sure staff conducting audits | WAC 296-817-50010 
are properly trained 


Assess the hearing protection WAC 296-817-50015 
used by each employee during 


audits 


Document your hearing protec- | WAC 296-817-50020 


tion audits 


Third-Party Audiometric Testing 
((¥Youmast: l 


WAC 296-847-58025 
HMPORFANF!)) 


You must meet the 
requirements ... 
Make sure third-party hearing 
loss prevention programs meet 
the following requirements 


in this section: 
WAC 296-817-50025 


Important: 

1. Hearing protection audits are a tool for use in evalu- 
ating your hearing loss prevention program in cases where 
audiometric testing does not provide a useful measure. For 
example, if most of your employees are hired on a temporary 
basis for a few months at a time, audiometric testing may not 
identify the small changes in hearing acuity that could occur. 
Auditing provides an alternative to audiometric testing in 
these cases. 

2. Auditing is not required unless you use it in place of 
baseline audiometric testing for employees hired for a period 
of less than one year and is permitted as a substitute for 
audiometric testing only for these employees. 
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3. Third-party hearing loss prevention programs are 
full hearing loss prevention programs and are distinct from 
audiometric testing provided by third parties as part of your 
own hearing loss prevention program. These programs may 
be organized by labor groups, trade associations, labor-man- 
agement cooperatives, or other organizations to: 

((*)) (a) Cover a specific group of employees ((@R 

«)), or 

(b) Combine efforts for several employers with common 
employees. 

4. Although you remain responsible for the program, 
third-party programs can have at least two benefits over run- 
ning your own program: 

((*)) (a) The audiometric testing is portable between the 
participating employers so new testing will not be needed 
when an employee changes employers; 

((*)) (b) Employees who only work for short periods for 
any one employer can be monitored under the group program 
over a longer period of time increasing the effectiveness of 
the audiometric testing in preventing hearing loss for these 
employees. 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-50005 Conduct hearing protection 
audits at least quarterly. (“Yeumust: 

*)) (1) You must conduct audits at least quarterly to pro- 
vide a representative assessment of your workplace. 

((-)) (a) The assessment is representative if it: 

((#)) (i) Covers all processes and work activities in your 
business at full production levels ((ANB 

#)), and 

(ii) Covers all employees present on the audit day. 

((-)) (b) If your business is mobile or involves variable 
processes, auditing may need to be repeated more often than 
quarterly. 

((-)) (c) Auditing does not need to be repeated more than 
monthly as long as a reasonable effort is made to cover: 

((#)) (1) The activities with greatest exposure ((AND 

#)), and 

(ii) As many employees as possible. 

((*)) (2) You must assess exposures and hearing protec- 
tion for the full shift for each employee covered at the time of 
the audit. 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-50010 Make sure staff conducting 
audits are properly trained. ((¥eu+must: 

*)) You must make sure staff conducting hearing protec- 
tion audits: 

((-)) (1) Can demonstrate competence in: 

((#)) (a) Evaluating hearing protection attenuation; 

((#)) (b) Evaluating hearing protector choices; 

((#)) (c) Assessing the correct use of hearing protectors. 

((-)) (2) Are certified by the Council for Accreditation in 
Occupational Hearing Conservation (CAOHC) or have train- 
ing in the following areas: 

((#)) (a) Noise and hearing loss prevention; 
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((#)) (b) Washington state noise regulations; 
((#)) (c) Hearing protectors; 

((#)) (d) Fitting of hearing protectors; 

((#)) (e) Basic noise measurement; 

((#)) (£) Hearing loss prevention recordkeeping. 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-50015 Assess the hearing protection 
used by each employee during audits. ((Yeumust: 

*)) You must confirm that: 

((-)) A) Current site conditions during audits are consis- 
tent with conditions existing during noise monitoring. 

((-)) (2) The hearing protection used by the employee is 
sufficient and appropriate for the conditions. 

((-)) (3) The hearing protection is worn properly. 

((-)) (4) The employees are satisfied with the perfor- 
mance and comfort of the hearing protection. 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-50020 Document your hearing protec- 
tion audits. Steam al 

*)) (1) You must keep a record of audit results for each 
employee assessed for the length of their employment and for 
the length of time you will rely upon the audit results, 

((*)) (2) You must include the following information in 
the record: 

((-)) (a) The make and model of the hearing protectors; 

((-)) (b) The size of the protectors; 

((-)) (c) Average noise exposure of the employee; 

((-)) (d) Any problems found with use of the hearing pro- 
tection; 

((-)) (e) Any comments or complaints from the employee 
regarding the hearing protection. 


((FHIRD-PARTFY AUDIOMETFRICTESTS)) 


AMENDATORY SECTION (Amending WSR 03-11-060, 
filed 5/19/03, effective 8/1/03) 


WAC 296-817-50025 Make sure third-party hearing 
loss prevention programs meet the following require- 
ments. 

(GMPORFANT:)) Important: 

Third-party hearing loss prevention programs are 
intended: 

((*)) (d) For short-term employees hired or assigned to 
duties having noise exposures for less than one year ((AND 

-)); and 

(2) For seasonal employees. 

However, other employees may be included as long as 
you meet all requirements for hearing loss follow-ups and 
recordkeeping. 

((Yowmmust: 

*)) (1) You must make sure that the third-party program 


is: 
((-)) (a) Equivalent to an employer program as required 
by this chapter ((AND 
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-)) and 

(b) Uses audiometric testing to evaluate hearing loss. 

((*)) (2) You must make sure a licensed or certified audi- 
ologist, otolaryngologist, or other qualified physician admin- 
isters the third-party program. 

((*)) (3) You must make sure the third-party program has 
written procedures for: 

((-)) (a) Communicating with participating employers of 
program requirements; 

((-)) (b) Follow-up procedures for detected hearing loss; 

((-)) (c) Annual review of participating employer pro- 
grams. 

((*)) (4) You must make sure the following program ele- 
ments are corrected by you or the third-party program when 
deficiencies are found: 

((-)) (a) Noise exposures; 

((-)) (b) Hearing protection; 

((-)) (c) Employee training; 

((-)) (d) Noise controls. 

((*)) (5) You must obtain a review of your hearing loss 
prevention program at least once per year, conducted by the 
third-party program administrator or their representative, in 
order to: 

((-)) (a) Identify any tasks needing a revised selection of 
hearing protection ((ANB 

-)) and 

(b) Provide an overall assessment of the employers' hear- 
ing loss prevention activities. 


REPEALER 


The following section of the Washington Administrative 
Code is repealed: 


WAC 296-817-600 Noise definitions. 


NEW SECTION 


WAC 296-823-099 Definitions. 

Blood. Human blood, human blood components and 
products made from human blood. Also included are medica- 
tions derived from blood, such as immune globulins, albu- 
min, and factors 8 and 9. 

Bloodborne pathogens. Pathogenic microorganisms 
that are present in human blood and can cause disease in 
humans. Examples of these pathogens include: 

(a) Human immunodeficiency virus (HIV); 

(b) Hepatitis B virus (HBV); 

(c) Hepatitis C virus, malaria; 

(d) Syphilis; 

(e) Babesiosis; 

(£) Brucellosis; 

(g) Leptospirosis; 

(h) Arboviral infections; 

(i) Relapsing fever; 

(j) Creutzfeld-Jakob Disease; 

(k) Human T-lymphotrophic virus Type I; 

(1) Viral Hemorrhagic Fever. 

Clinical laboratory. A workplace where diagnostic or 
other screening procedures are performed on blood or other 
potentially infectious materials (OPIM). 
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Contaminated. The presence or the reasonably antici- 
pated presence of blood or other potentially infectious mate- 
rials (OPIM) on an item or surface. 

Contaminated laundry. Laundry that has been soiled 
with blood or other potentially infectious materials (OPIM) 
or may contain contaminated sharps. 

Contaminated sharps. Any contaminated object that 
can penetrate the skin including, but not limited to, needles, 
scalpels, broken glass, broken capillary tubes, and exposed 
ends of dental wires. 

Decontamination. The use of physical or chemical 
means to remove, inactivate, or destroy bloodborne patho- 
gens on a surface or item to the point where they are no lon- 
ger capable of transmitting infectious particles and the sur- 
face or item is rendered safe for handling, use, or disposal. 

Exposure incident. A specific eye, mouth, other 
mucous membrane, nonintact skin or parenteral contact with 
blood or other potentially infectious materials (OPIM) that 
results from the performance of an employee's duties. Exam- 
ples of nonintact skin include skin with dermatitis, hangnails, 
cuts, abrasions, chafing, or acne. 

Handwashing facilities. A facility providing an ade- 
quate supply of running potable water, soap and single-use 
towels or air drying machines. 

Licensed health care professional. A person whose 
legally permitted scope of practice allows him or her to inde- 
pendently perform the activities required by this rule. 

Needleless systems. A device that does not use needles 
for any of the following: 

(a) The collection of bodily fluids or withdrawal of body 
fluids after initial venous or arterial access is established; 

(b) The administration of medication or fluids; 

(c) Any other procedure involving the potential for occu- 
pational exposure to bloodborne pathogens due to percutane- 
ous injuries from contaminated sharps. 

Occupational exposure. Reasonably anticipated skin, 
eye, mucous membrane, or parenteral contact with blood or 
OPIM that may result from the performance of an employee's 
duties. 

Other potentially infectious materials (OPIM). 
Includes all of the following: 

(a) Human body fluids: Semen, vaginal secretions, cere- 
brospinal fluid, synovial fluid, pleural fluid, pericardial fluid, 
peritoneal fluid, amniotic fluid, saliva in dental procedures, 
any body fluid that is visibly contaminated with blood, and 
all body fluids in situations where it is difficult or impossible 
to differentiate between body fluids. 

(b) Any unfixed tissue or organ (other than intact skin) 
from a human (living or dead). 

(c) HIV-containing cell or tissue cultures, organ cultures, 
and HIV- or HBV-containing culture medium or other solu- 
tions; and blood, organs, or other tissues from experimental 
animals infected with HIV or HBV. 

(d) Blood and tissues of experimental animals infected 
with bloodborne pathogens. 

Parenteral contact. When mucous membranes or skin 
is pierced by needle sticks, human bites, cuts, or abrasions. 

Personal protective equipment (PPE). Specialized 
clothing or equipment worn by an employee for protection 
against a hazard. General work clothes (for example, uni- 
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forms, pants, shirts, or blouses) not intended to function as 
protection against a hazard are not considered to be PPE. 

Production facility. A facility engaged in industrial- 
scale, large-volume or high-concentration production of HIV 
or HBV. 

Regulated waste. Regulated waste is any of the follow- 
ing: 

(a) Liquid or semiliquid blood or other potentially infec- 
tious materials (OPIM); 

(b) Contaminated items that would release blood or 
OPIM in a liquid or semiliquid state, if compressed; 

(c) Items that are caked with dried blood or OPIM and 
are capable of releasing these materials during handling; 

(d) Contaminated sharps; 

(e) Pathological and microbiological wastes containing 
blood or OPIM. 

Research laboratory. A laboratory producing or using 
research-laboratory-scale amounts of HIV or HBV. Research 
laboratories may produce high concentrations of HIV or 
HBV but not in the volume found in production facilities. 

Safer medical devices. Medical devices that have been 
engineered to reduce the risk of needle sticks and other con- 
taminated sharps injuries. These include not only sharps with 
engineered sharps injury protections and needleless systems 
but also other medical devices designed to reduce the risk of 
sharps injury exposures to bloodborne pathogens. Examples 
include blunt suture needles and plastic or Mylar-wrapped 
glass capillary tubes. 

Secondary duty. Any job expectation outside the pri- 
mary job duties assigned to that position. 

Sharps with engineered sharps injury protections 
(SESIP). A nonneedle sharp or a needle device used for with- 
drawing body fluids, accessing a vein or artery, or adminis- 
tering medications or other fluids, with a built-in safety fea- 
ture or mechanism that effectively reduces the risk of an 
exposure incident. 

Source person. A person, living or dead, whose blood or 
other potentially infectious materials may be a source 
(OPIM) of occupational exposure to the employee. Examples 
include: 

(a) Hospital and clinic patients; 

(b) Clients in institutions for the developmentally dis- 
abled; 

(c) Trauma victims; 

(d) Clients of drug and alcohol treatment facilities; 

(e) Residents of hospices and nursing homes; 

(f) Human remains; 

(g) Individuals who donate or sell blood or blood compo- 
nents. 

Standard microbiological practices. Standard microbi- 
ological practices refer to procedures comparable to those 
outlined in the current edition of the Center for Disease Con- 
trol "Biosafety in Microbiological and Biomedical Laborato- 
ries." 

Sterilize. The use of a physical or chemical procedure to 
destroy all microbial life including highly resistant bacterial 
endospores. 

Universal precautions. An approach to infection con- 
trol. According to the concept of universal precautions, all 
human blood and certain human body fluids are treated as if 
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known to be infectious for HIV, HBV, and other bloodborne 

pathogens. 

Note: Universal Blood-Body Fluid Precautions, Body Substance Iso- 
lation, and Standard Precautions expand on the concept of uni- 
versal precautions to include all body fluids and substances as 
infectious. These concepts are acceptable alternatives to uni- 
versal precautions. 


AMENDATORY SECTION (Amending WSR 04-12-070, 
filed 6/1/04, effective 9/1/04) 


WAC 296-823-100 Scope. This chapter provides 
requirements to protect employees from exposure to blood or 
other potentially infectious materials (OPIM) that may con- 
tain bloodborne pathogens. Examples of bloodborne patho- 
gens are the human immunodeficiency virus (HIV) and hep- 
atitis B virus (HBV). 

This chapter applies to you if you have employees with 
occupational exposure to blood or OPIM, even if no actual 
exposure incidents have occurred. 

(Definitions: 

ki > Gene exp a è ai ere ly -anticipe i 
bleed or OPIM thatinay result from the performance ofan 
employee's-duties. 

Expesureincident-means—a_specifie-eyemeouth other 


SHORS:)) 

Occupations that are typically covered by this chap- 
ter. The following list illustrates a number of jobs typically 
associated with tasks that involve occupational exposure to 
blood or OPIM. The absence of a particular job from the list 
does not suggest that it falls outside the scope of this chapter. 
At the same time, employees in jobs found on the list are cov- 
ered only if they have occupational exposure. 

((*)) d) Health care occupations. 

((-)) (a) Physicians and physicians assistants. 

((-)) (b) Nurses, nurse practitioners, dental hygienists, 
and other health care employees in clinics and offices. 

((-)) (c) Employees of clinical, dental, and diagnostic 
laboratories. 

((-)) (d) Housekeepers in health care facilities, 

((-)) (e) Staff in laundries that provide service to health 
care facilities, 

((-)) (f) Tissue bank personnel. 

((-)) (g) Employees in blood banks and plasma centers 
who collect, transport, and test blood. 

((-)) (h) Freestanding clinic employees (for example, 
hemodialysis clinics, urgent care clinics, health maintenance 
organization (HMO) clinics, and family planning clinics). 

((-)) G) Employees in clinics in industrial, educational, 
and correctional facilities. 

((-)) (G) Staff of institutions for the developmentally dis- 
abled. 

((-)) (k) Hospice employees. 
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((-)) (1) Home health care workers. 

((-)) (m) Staff of nursing homes and long-term care facil- 
ities. 

((-)) (a) HIV and HBV research laboratory and produc- 
tion facility workers. 

((-)) (0) Medical equipment service and repair personnel. 

((-)) (p) Emergency medical technicians, paramedics, 
and other emergency medical service providers. 

((-)) (q) Nuclear medical technologists. 

(®©) (2) Occupations outside health care. 

((-)) (a) Firefighters, law enforcement personnel, and 
correctional officers, 

((-)) b) Workers in laundries that service public safety 
institutions. 

((-)) (c) Employees assigned to provide emergency first 
aid by their employer (as either a primary or secondary duty). 

((-)) (d) Employees who handle or pick up regulated 
waste, 

((-)) (e) Hotel/motel employees that clean up blood or 

IM. 


((-)) (£ Employees of funeral homes and mortuaries. 


((Regulated-waste. 
Regulatedswasteis-any-of the following: 
; . 

A a ite i e blood-or-other potentially infec 

- Contaminated tems that sould release bleed et OPM 
ina-lieuid ieuid “if , 

-Hemsthatare-eakedavith dried bleed-or OPM -and-are 

Sine ee fale derine -handli 

- Contaminated sharps 

a Pathelecieal-and-mierebielecieal = 
bleed et OPIM.)) 


AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-110 Planning. 

Summary((s)) 

Your responsibility: 

To plan ways to protect your employees from the risk of 
exposure to blood or other potentially infectious materials. 


You must meet the 
requirements ... 

Determine if you have 
employees with occupa- 
tional exposure 
Develop and implement a 
written exposure control 
plan 


in this section: 
WAC 296-823-11005 


WAC 296-823-11010 
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AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-11005 Determine if you have employ- 
ees with occupational exposure. ((¥Yowmust: 

*)) (1) You must prepare a written exposure determina- 
tion if your employees have occupational exposure to blood 
or other potentially infectious materials (OPIM). 

((-)) This determination must be made without consider- 
ing the use of personal protective equipment (PPE). 

((*)) (2) You must make sure the exposure determination 
contains: 

((-)) (a) A list of job classifications where all employees 
have occupational exposure; 

((-)) (b) A list of job classifications where some employ- 
ees have occupational exposure and a description of all tasks 
and procedures or groups of related tasks and procedures with 
occupational exposure for these employees. 


AMENDATORY SECTION (Amending WSR 04-12-070, 
filed 6/1/04, effective 9/1/04) 


WAC 296-823-11010 Develop and implement a writ- 
ten exposure control plan. ((Yeu+mest: 

*)) (1) You must establish a written exposure control 
plan designed to eliminate or minimize employee exposure in 
your workplace. 

Note: 


The elements of your exposure control plan may be located in 
other documents such as policies and procedures. Make sure to 
reference their location in your plan. 


((Xowmust: 

*)) (2) You must make sure the plan contains at least the 
following elements: 

((-)) (a) The exposure determination, WAC 296-823- 
11005; 

((-)) (b) A procedure for evaluating the circumstances 
surrounding exposure incidents, including documentation of 
the routes of exposure, and the circumstances under which 
the exposure incident happened; 

((-)) (c) How and when you will implement applicable 
requirements of this rule. 

Note: The implementation dates need to be included only until your 
exposure control plan is fully implemented or when you are add- 
ing new requirements to your plan. 


((“¥Yousmust: 

*)) (3) You must document the infection control system 
used in your workplace to protect employees from exposure 
to blood or OPIM. 

((-)) (4) You must use universal precautions or other at 
least as effective infection control systems. 


Note: 1. Universal precautions is an infection control system that con- 
siders the blood and OPIM from all persons as containing a 
bloodborne disease, whether or not the person has been identified 
as having a bloodborne disease. 

2. Other effective infection control systems include standard pre- 
cautions, universal blood-body fluid precautions, and body sub- 
stance isolation. 

3. These methods define all body fluids and substances as infec- 
tious. They incorporate not only the fluids and materials covered 
by universal precautions and this chapter, but expand coverage to 
include all body fluids and substances. 
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((*)) (5) You must solicit input in the identification, eval- 
uation, and selection of effective safer medical devices. This 
input must be solicited from nonmanagerial employees 
responsible for direct patient care with potential exposure to 
contaminated sharps. 

((-)) (6) You must document the process you used to 
solicit input and include the identity of the employees or posi- 
tions that were involved. 


Note: ((*)) 1. You are not required to request input from every 
exposed employee; however, the employees selected must rep- 
resent the range of exposure situations encountered in the 
workplace. Your safety committee may assist in identifying 
employees. 

((*)) 2. Although you are required to include nonmanagerial 
employees, you are not prohibited from soliciting input from 
managerial and other employees. 


((Xoumust: 

*)) (7) You must make sure the exposure control plan is 
reviewed and updated: 

((-)) (a) At least annually ((ANB 

-)), and 

(b) Whenever necessary to: 

((m)) (i) Reflect new or modified tasks and procedures 
which affect occupational exposure; 


((#)) (ii) Reflect new or revised job classifications with 
occupational exposure((- 


+): 

Gii) Reflect changes in technology that eliminate or 
reduce exposure to bloodborne pathogens; 

((#)) (iv) Document consideration and implementation 
of appropriate commercially available and effective safer 
medical devices designed to eliminate or minimize occupa- 
tional exposure. 

((*)) (8) You must make sure a copy of the exposure con- 
trol plan is accessible at the workplace, when exposed 
employees are present. For example, if the plan is stored only 
on a computer, all exposed employees must be trained to 
operate the computer. 

((*)) (9) You must make sure a copy of the plan is pro- 
vided to the employee or their representative within fifteen 
days of their request for a copy. 


AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-120 Training. 
Summary((s)) 
Your responsibility: 


To train your employees about their risk of exposure to 
bloodborne pathogens and ways to protect themselves. 


((Mou-must: 
Provide training to-yeuremployees 
WAC 296-823 12005 


Provide- additionaltraini 
WAC 296-823 12010 


WAC 296-823 12015.)) 
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You must meet the 


requirements ... in this section: 


WAC 296-823-12005 


Provide training to your 
employees 
Provide additional training 


WAC 296-823-12010 
WAC 296-823-12015 


Maintain training records 


AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-12005 Provide training to your 
employees. ((¥Yowmust: 

*)) (1) You must make sure all employees with occupa- 
tional exposure participate in a training program that is: 

((-)) (a) Provided at no cost to them; and 

((-)) (b) Conducted during compensated working hours. 

((*)) (2) You must provide training when any of the fol- 
lowing occur: 

((-)) (a) Before assigning tasks where occupational expo- 
sure might occur; 

((-)) (b) At least annually and within one year of the pre- 
vious training. 

((*)) (3) You must make sure the content and vocabulary 
of your training materials are appropriate to the educational 
level, literacy, and language of your employees. 

((*)) (4) You must make sure the person conducting the 
required training is knowledgeable about the subject matter 
as it relates to your workplace. 

((*)) (5) You must make sure the training program con- 
tains at least the following elements: 

((-)) (a) An accessible copy of this chapter and an expla- 
nation of the contents; 

((-)) (b) A general explanation of the epidemiology and 
symptoms of bloodborne diseases; 

((-)) (c) An explanation of how bloodborne pathogens 
are transmitted; 

((-)) (d) An explanation of your exposure control plan 
and how the employee can obtain a copy of the written plan; 

((-)) (e) An explanation of how to recognize tasks and 
other activities that could involve exposure to blood and 
other potentially infectious materials (OPIM); 

((-)) ®© An explanation of the use and limitations of 
methods that will prevent or reduce exposure including: 

((*)) (4) Equipment and safer medical devices; 

((*)) GD Work practices; 

((*)) Gii) Personal protective equipment. 

((-)) (g) Information about personal protective equip- 
ment (PPE) including: 

((*)) G) The types; 

((*)) Gi) Proper use and limitations; 

((*)) (iti) Selection; 

((*)) (iv) Location; 

((*)) (v) Putting it on and taking it off; 

((+)) (vi) Handling: 

((*)) (vii) Decontamination; 

((+)) (viii) Disposal. 

((-)) (h) Information about the hepatitis B vaccine, 
including: 

((*)) G) Information about its effectiveness; 
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(©) Gi) Safety; 

((*)) Gii) Method of administration; 

((*)) (iv) The benefits of being vaccinated; 

((*)) (v) Offered at no cost to the employee for the vac- 
cine and vaccination. 

((-)) G) Information about what actions to take and per- 
sons to contact when exposure to blood or OPIM occurs out- 
side of the normal scope of work; 

((-)) G) An explanation of the procedure to follow if an 
exposure incident occurs, including: 

((*)) G) The method of reporting the incident; 

((*)) Gi) The medical evaluation and follow-up that will 
be available. 

((-)) dk) Information about the post-exposure evaluation 
and follow-up procedure following an exposure incident; 

((-)) G) An explanation of the signs and labeling or color- 
coding required by this chapter; 

((-)) (m) An opportunity for interactive questions and 
answers with the trainer at the time of the training session. 
Note: This may be person-to-person, by telephone, or by e-mail, as 


long as the employee can both ask and receive answers during 
the training session. 


AMENDATORY SECTION (Amending WSR 04-12-070, 
filed 6/1/04, effective 9/1/04) 


WAC 296-823-12010 Provide additional training. 
((Moumust: 

*)) You must provide additional training when you add 
or change tasks or procedures that affect the employee's 
occupational exposure. 


Note: This training may be limited to the changes in tasks and proce- 
dures. 


AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-12015 Maintain training records. ((*)) 
(1) You must maintain training records for three years from 
the date of the training. 


((*)) (2) You must include the following information in 
your training records: 


((-)) (a) Dates of the training sessions; 

((-)) (b) Contents or a summary of the training sessions; 

((-)) (c) Names and qualifications of persons conducting 
the training; 

((-)) (d) Names and job titles of all persons attending the 
training sessions. 


((*)) (3) Provide these employee-training records upon 
request for examination and copying to any of the following: 


((-)) (a) Employees; 

((-)) (b) Employee representatives. 
Helpful tool: 

Training documentation 


A training documentation form is provided for your use 
in the resource section of this chapter. 
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AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-130 Hepatitis B virus (HBV) vaccina- 
tions. 

Summary((s)) 

Your responsibility: 

To make the vaccination available to your employees so 
they are protected from the hepatitis B virus (HBV). 

(Foust: 

Make] F os ilab] | 

WAC-296-823-43005 

Obtain-a-eopy_ofthe health eare_professional's written 
opinion fer hepatitis B_vaceination and provide tte the 

)) 
WAE296-823-13010- 


You must meet the 
Make hepatitis B vaccina- 
tion available to employees 
Obtain a copy of the health 
care professional's written 
opinion for hepatitis B vac- 
cination and provide it to the 
employee 


in this section: 
WAC 296-823-13005 


WAC 296-823-13010 


AMENDATORY SECTION (Amending WSR 04-12-070, 
filed 6/1/04, effective 9/1/04) 


WAC 296-823-13005 Make hepatitis B vaccination 
available to employees. 

((Exemption:)) EXEMPTION: 

((*)) 1. You are not required to provide the hepatitis B 
vaccination series to employees who meet any of the follow- 
ing: 

((-)) a. The employee has previously received the com- 
plete hepatitis B vaccination series; 

((-)) b. An antibody test has revealed that the employee 
is immune to hepatitis B; 

((-)) c. There are medical reasons not to give the vaccine. 

((*)) 2. You are not required to provide the hepatitis B 
vaccination series to employees assigned to provide first aid 
only as a secondary duty, when you do all of the following: 

((-)) a. Make hepatitis B vaccination available to all 
unvaccinated first-aid providers who render assistance in any 
situation involving the presence of blood or OPIM. ((æ)) 
Vaccination must be made available as soon as possible, but 
no later than twenty-four hours after the incident((-)); 

((-)) b. Provide a reporting procedure that ensures all 
first-aid incidents that involve the presence of blood or OPIM 
are reported before the end of the work shift; 

((-)) c. Document first-aid incidents that involve blood or 
OPIM, include at least: 

((#)) i. The names of all first-aid providers who rendered 
assistance; 

((#)) ii. The time and date of the first-aid incident; 

((m)) iii. A description of the first-aid incident. 
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((*)) 3. Make sure that the hepatitis B vaccination series 
is available to all employees who have occupational exposure 
and that it is: 

((-)) a. Available at no cost to the employee; 

((-)) b. Available to the employee at a reasonable time 
and location; 

((-)) c. Administered by or under the supervision of a 
licensed physician or by another licensed health care profes- 
sional; 

((-)) d. Provided according to recommendations of the 
United States Public Health Service that are current at the 
time these evaluations and procedures take place; 

((-)) e. Available to any employee who initially declines 
the vaccination but later decides to accept it while they are 
still covered by this chapter; 

((-)) £. Made available after the employee has received 
training required by this chapter and within ten working days 
of initial assignment. 

(Geink:)) Reference: 

You can find more information about the United States 
Public Health Service recommendations for hepatitis B vac- 
cination at http://www.cdc.gov/ncidod/diseases/hepatitis/b/ 
index.htm. 

((“¥Yousmust: 

*)) (1) You must make sure participation in a prevaccina- 
tion screening program for antibody status is not a condition 
for receiving hepatitis B vaccination. 

((*)) (2) You must make sure that all laboratory tests are 
conducted by a laboratory licensed by the state or Clinical 
Laboratory Improvement Amendments (act) (CLIA). 

((*)) (3) Make sure employees who decline the hepatitis 
B vaccination, offered by you, sign a form with this state- 
ment: 


"I understand that due to my occupational exposure to 
blood or other potentially infectious materials I may be at risk 
of acquiring hepatitis B virus (HBV) infection. I have been 
given the opportunity to be vaccinated with hepatitis B vac- 
cine, at no charge to myself. However, I decline hepatitis B 
vaccination at this time. I understand that by declining this 
vaccine, I continue to be at risk of acquiring hepatitis B, a 
serious disease. If in the future I continue to have occupa- 
tional exposure to blood or other potentially infectious mate- 
rials and I want to be vaccinated with hepatitis B vaccine, I 
can receive the vaccination series at no charge to me." 


Helpful tool: 

Sample declination form: 

The declination form can help you document employees 
who have declined the hepatitis B vaccine. You can find a 
copy of this form in the resource section of this chapter. 


AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-13010 Obtain a copy of the health 
care professional's written opinion for hepatitis B vacci- 
nation and provide it to the employee. ((“eumest: 

*)) (1) You must obtain and provide the employee a copy 
of the evaluating health care professional's written opinion 
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for hepatitis B vaccination within fifteen days of the 

employee's evaluation. 

Note: ((*)) 1. Ifthe health care professional provides the written opin- 
ion directly to the employee, you do not need to do so. 
((*)) 2. If the employee's personal health care professional com- 
pletes the evaluation, you are not required to obtain the health 
care professional's written opinion. 


((Xowmust: 

*)) (2) You must make sure the health care professional's 
written opinion is limited to whether a hepatitis B vaccination 
is indicated and if the employee has received this vaccination. 

((*)) (3) You must make sure that all other findings or 
diagnoses remain confidential and are not included in the 
written report. 
Reference: Requirements for the health care professional's written 
opinion on post-exposure evaluation can be found in 
WAC 296-823-16030. 


Helpful tool: 

Health care professional's written opinion for post- 
exposure evaluation and health care provider's written 
opinion for hepatitis B vaccination. 

These forms are available for your use in the resource 
section of this chapter. 


AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-140 Control employee exposure. 

Summary((s)) 

Your responsibility: 

To use feasible controls to eliminate or minimize occu- 
pational exposure to blood or other potentially infectious 
materials (OPIM). 

((MPORFANF:)) Important: 

If occupational exposure remains after implementing 
these controls, personal protective equipment must be used. 
See WAC 296-823-150, Personal protective equipment. 

((Yommuast: 


WAC 296-823 14015 


5 


WAC 296-823 14020 


WAC 296-823-14025 

Make-sure-employees-clean thet hands 

WAC 296-823-14030 

Prohibit feod_drink and other personal activities inthe 
workarea 

WAC 296-823-14035 

a ea ionine] i 

WAC 296-823-14040 

Place-spectnens-an_appropriate-container 

WAC296-823-14045 
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WAC 296-823 14050 
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WAC 296-823 14055 


Handle resulated-waste-preperb-and safely 


WAC 296-823 14060 


WAC 296-823 14065.)) 


You must meet the 
requirements ... 


in this section: 


Use feasible controls, 
including appropriate equip- 


ment and safer medical 
devices, to eliminate or min- 


imize occupational exposure 


WAC 296-823-14005 


Handle contaminated sharps 


WAC 296-823-14010 


properly and safely 


Handle reusable sharps 


WAC 296-823-14015 


properly and safely 


Minimize splashing, spray- 


WAC 296-823-14020 


ing, splattering and genera- 
tion of droplets 


Make sure items are appro- 


WAC 296-823-14025 


priately labeled 


Make sure employees clean 


WAC 296-823-14030 


their hands 


Prohibit food, drink, and 


WAC 296-823-14035 


other personal activities in 
the work area 


Prohibit pipetting or suc- 


WAC 296-823-14040 


tioning by mouth 


Place specimens in an 
appropriate container 


WAC 296-823-14045 


Examine and label contami- 


WAC 296-823-14050 


nated equipment 


Make sure your worksite is 


WAC 296-823-14055 


maintained in a clean and 
sanitary condition 


Handle regulated waste 


WAC 296-823-14060 


properly and safely 


Handle contaminated laun- 


WAC 296-823-14065 


dry properly and safely 


AMENDATORY SECTION (Amending WSR 04-12-070, 


filed 6/1/04, effective 9/1/04) 


WAC 296-823-14005 Use feasible controls, including 
appropriate equipment and safer medical devices, to 
eliminate or minimize occupational exposure. ((Yeuw 
mast: 

*)) (1) You must use appropriate equipment and safer 
medical devices to eliminate or minimize employee expo- 
sure. 
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((*)) (2) You must use work practices designed to elimi- 
nate or minimize employee exposure. 


((*)) (3) You must examine and maintain or replace 
equipment and safer medical devices on a regular schedule to 
make sure they remain effective. 


Note: ((*)) 1. Examples of appropriate equipment include: 
((-)) a. Sharps containers; 
((-)) b. Biosafety cabinets; 
((-)) c. Splash guards; 
((-)) d. Centrifuge cups; 
((-)) e. Specimen storage and transport containers. 
((*)) 2. Examples of safer medical devices include: 
((-)) a. Sharps with engineered sharps injury protections 
(SESIP); 
((-)) b. Needleless systems; 
((-)) c. Blunt suture needles; 
((-)) d. Plastic capillary tubes. 
((*)) 3. Examples of work practices include: 
((-)) a. No-hands procedures in handling contaminated 
sharps; 
((-)) b. No hand-to-hand instrument passing. 
(Definition: 


exposureincident.)) 


AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-14010 Handle contaminated sharps 
properly and safely. ((Yeu-mrst: 

*)) (1) You must make sure that you don't bend, recap, or 
remove contaminated needles or other contaminated sharps 
unless you can demonstrate that there is no feasible alterna- 
tive or that it's required by a specific medical or dental proce- 
dure. 

((-)) Bending, recapping or needle removal must be done 
by using a mechanical device or a one-handed technique. 


Note: Demonstrating that no alternative to bending, recapping, or 
removing contaminated sharps is feasible, may be accom- 
plished through written justification, supported by reliable evi- 
dence, in your exposure control plan. 


((Yommust: 
-)) (2) You must make sure you don't shear or break con- 
taminated needles. 


AMENDATORY SECTION (Amending WSR 04-12-070, 
filed 6/1/04, effective 9/1/04) 


WAC 296-823-14015 Handle reusable sharps prop- 
erly and safely. ((¥owmuast: 

-)) (1) You must place contaminated reusable sharps 
immediately, or as soon as possible after use, in appropriate 
containers until properly decontaminated. Containers must be 
all of the following: 

((-)) (a) Puncture resistant; 

((-)) (b) Labeled or color-coded as described in this 
chapter; 
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((-)) (c) Leakproof on the sides and bottom; 

((-)) (d) Meet the same requirements as the container for 
disposable sharps, except they do not need to be closable. 

((*)) (2) You must store or process contaminated reus- 
able sharps so employees aren't required to reach into the 
container or sink by hand. 

((*)) (3) You must make sure reusable sharps containers 
aren't opened, emptied, or cleaned manually or in any other 
manner that would expose employees to contaminated 
sharps. 


Reference: Requirements for appropriate labels and color-coding 


are found in WAC 296-823-14025. 


AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-14020 Minimize splashing, spraying, 
splattering, and generation of droplets. ((4eu-must: 

*)) You must make sure all procedures involving blood 
or OPIM are performed so splashing, spraying, spattering, 
and generation of droplets are minimized. 

((-)) Examples include: 

((#)) (1) Appropriate operation and use of recommended 
controls for surgical power tools, lasers and electrocautery 
devices. 

((m)) (2) Use of personal protective equipment when 
contact with blood or OPIM is reasonably anticipated. 

((#)) (3) Making sure cleaning procedures do not gener- 
ate unnecessary splashes, spraying, spattering, or generation 
of droplets. 


AMENDATORY SECTION (Amending WSR 04-12-070, 
filed 6/1/04, effective 9/1/04) 


WAC 296-823-14025 Make sure items are appropri- 
ately labeled. 
((Exemptiens:)) The following are exempt from the labeling require- 
EXEMPTIONS: ments of this chapter: 
((*)) 1. Individual containers placed in an appropriately 
labeled secondary container. 


((*)) 2. Regulated waste that has been decontaminated. 
((*)) 3. Containers of blood, blood components, or blood 
products that are labeled with their contents and have 
been released for transfusion or other clinical use. 

((*)) 4. Extracted teeth, gallstones, kidney stones, or 
other tissues and body substances that are given to 
patients. 


((Yowmmust: 

a)) (1) You must attach appropriate labels to: 

((-)) (a) Containers used to store, transport, or ship blood 
or other potentially infectious materials (OPIM) including: 

((œ)) (1) Refrigerators; 

((m)) (ii) Freezers. 

((-)) (b) Sharps containers; 

((-)) (c) Contaminated equipment; 

((-)) (d) Laundry bags and containers; 

((-)) (e) Specimen containers; 

((-)) (f) Regulated waste containers. 


((*)) (2) You must make sure that labels: 
((#)) (a) Include the following symbol: 
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((#)) (b) Are all or mostly fluorescent orange or orange- 
red with lettering and symbol in a contrasting color. 

((m)) (c) Are attached to the container by string, wire, 
adhesive, or other method so they can't become lost or acci- 
dentally removed. 

Note: Red bags or red containers may be substituted for labels as long 
as they're: 

((*)) 1. Covered in the exposure control plan. 

((*)) 2. Communicated to all affected employees (including 
employees of laundry services, disposal services, and transport 
companies) whether they're your employees or not. 

((*)) 3. The label does not always need to be attached to each 
individual container. 

((*)) 4. For example, a cart carrying specimen containers could 
be labeled, rather than each individual container. 


AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-14030 Make sure employees clean 
their hands. ((¥Yeu-must+)) (1) You must provide handwash- 
ing facilities that are readily accessible to employees, wher- 
ever feasible. If handwashing facilities are not feasible, pro- 
vide either one of the following: 

((-)) (a) Antiseptic towelettes; 

((-)) (b) Antiseptic hand rub product along with clean 
cloth/paper towels. 

(2) You must make sure employees clean their hands as 
soon as feasible after removing gloves and whenever there is 
the potential for contact with blood or other potentially infec- 
tious materials (OPIM). 

(3) You must make sure employees do one of the follow- 
ing: 

((*)) (a) Wash with soap and water; 

((*)) (b) Use an appropriate waterless antiseptic hand rub 
product or towelettes, provided there are no signs of visible 
contamination; 

((*)) (c) Use an appropriate waterless antiseptic hand rub 
product or towelettes followed by washing with soap and 
water as soon as possible, when hands are visibly contami- 
nated and handwashing facilities are not immediately avail- 
able. 


Note: 


An appropriate waterless antiseptic hand rub product is one 
that contains a 60-95% alcohol solution (isopropanol or etha- 
nol). 
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@))) (4) You must make sure employees wash any skin 
with soap and water, or flush mucous membranes with water 
as soon as feasible following contact with blood or OPIM. 


AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-14035 Prohibit food, drink, and other 
personal activities in the work area. ((¥owmust: 

*)) (1) You must make sure eating, drinking, smoking, 
applying cosmetics or lip balm, and handling contact lenses 
are prohibited in work areas where there is occupational 
exposure. 

((*)) (2) You must make sure food and drink are not kept 
in refrigerators, freezers, shelves, cabinets, or on countertops 
or benchtops where there is a potential for exposure to blood 
or other potentially infectious materials (OPIM). 


AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-14040 Prohibit pipetting or suctioning 
by mouth. ((Yeu-must: 


«)) You must prohibit mouth pipetting or suctioning of 
blood or other potentially infectious materials (OPIM). 


AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-14045 Place specimens in an appro- 
priate container. ((eumust: 

*)) (1) You must place specimens of blood or other 
potentially infectious materials (OPIM) in an appropriate 
container that prevents leakage during collection, handling, 
processing, storage, transport, or shipping. 

((*)) (2) You must make sure the container is properly 
labeled or color-coded and closed before being stored, trans- 
ported, or shipped. 

((-)) (a) If outside contamination of the container occurs, 
the container must be placed inside a second container that 
prevents leakage and is properly labeled or color-coded; 

((-)) (b) If the specimen could puncture the container, the 
container must be placed inside a second container that: 

((#)) G) Is puncture-resistant; 

((#)) (ii) Prevents leakage during handling, processing, 
storage, transport, or shipping; 

((#)) Gii) Is properly labeled or color-coded. 
((Exemptiens:)) 1. When your facility handles all specimens using uni- 
EXEMPTIONS: versal precautions or other equivalent infection control 

systems, you don't have to label/color-code specimens as 


long as the containers can be recognized as containing 
specimens. 


2. This exemption only applies while these specimens/ 
containers remain within the facility. Proper labeling or 
color-coding is required when specimens/containers 
leave the facility. 


Reference: Requirements for appropriate labels and color-coding 


are found in WAC 296-823-14025. 
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Helpful tool: 

Guidance on the handling and storage of criminal 
evidence 

This tool contains information about the handling and 
storage of criminal evidence. Criminal evidence contami- 
nated with blood or OPIM is considered a specimen under the 
scope of this chapter. You can find a copy of this tool in the 
resource section of this chapter. 


AMENDATORY SECTION (Amending WSR 04-12-070, 
filed 6/1/04, effective 9/1/04) 


WAC 296-823-14050 Examine and label contami- 
nated equipment. ((Yeuamrest: 

*)) (1) You must examine equipment which could 
become contaminated with blood or other potentially infec- 
tious materials (OPIM) before servicing or shipping. 

((-)) (a) Decontaminate this equipment and its parts as 
necessary unless you can demonstrate that decontamination 
isn't feasible, 

((-)) (b) Attach an easily seen biohazard label to the 
equipment stating which portions remain contaminated. 


Reference: Requirements for appropriate labels and color-coding 


are found in WAC 296-823-14025. 


((“¥Yousmust: 

*)) (2) You must make sure that information on contam- 
inated equipment is communicated to all affected employees, 
the servicing representative, and the manufacturer as appro- 
priate, prior to handling, servicing, or shipping so that appro- 
priate precautions will be taken. 


AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-14055 Make sure your worksite is 
maintained in a clean and sanitary condition. ((Yeu 
mast:)) (1) You must develop an appropriate written sched- 
ule for cleaning and decontamination based upon the follow- 
ing: 

((-)) (a) The location within the facility; 

((-)) (b) Type of surface to be cleaned; 

((-)) (c) Type of contamination present; 

((-)) (d) Tasks or procedures being performed in the area. 

(2) You must_clean and decontaminate environmental 
and working surfaces and all equipment after contact with 
blood or other potentially infectious materials (OPIM). 

((*)) (3) You must decontaminate work surfaces with an 
appropriate disinfectant at these times: 

((-)) (a) After completion of a procedure; 

((-)) (b) Immediately or as soon as possible when sur- 
faces are clearly contaminated or after any spill of blood or 
OPM; 

((-)) (c) At the end of the workshift if the surface could 
have become contaminated since the last cleaning. 

((*)) (4) You must remove and replace protective cover- 
ings, such as plastic wrap, aluminum foil, or imperviously 
backed absorbent paper used to cover equipment and envi- 
ronmental surfaces, as soon as possible ((whenthey)): 

((-)) (a) When they clearly become contaminated; 
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((-)) (b) At the end of the workshift if they could have 
become contaminated during the shift. 

((*)) (5) You must inspect and clean (on a regularly 
scheduled basis) all bins, pails, cans, and similar receptacles 
intended for reuse that have a reasonable likelihood for 
becoming contaminated with blood or OPIM. 

((-)) Clean and decontaminate these types of receptacles 
immediately or as soon as possible when they are visibly con- 
taminated. 

((*)) (6) You must use a brush and dustpan, tongs, for- 
ceps, or other mechanical means to clean up broken glass- 
ware that may be contaminated. 

Note: 1. An appropriate disinfectant is one that is effective against 
tuberculosis or HBV and HIV such as: 
((*)) a. Diluted bleach solution (1:10 or 1:100). 


((-)) i. Use the 1:10 bleach solution for spills and the 1:100 
bleach solution for routine cleaning. 


((-)) ii. You can make your own bleach solution. Using house- 
hold bleach (5.25% sodium hypochlorite) follow these direc- 
tions: 

((*)) iii. For a 1:100 solution add 2 teaspoons (10 ml) to a con- 
tainer, then add water to make a quart (946 ml). 

iv. For a 1:10 solution, add 1/3 cup (79 ml) and 1 tablespoon 
(15 ml) in a container, then add water to make a quart (946 ml). 
b. EPA registered: 

((*)) i. EPA registered tuberculocidals (List B). 

((*)) ii. Sterilants (List A). 

((*)) iii. Products registered against HIV/HBV (List D). 

2. Any of the above products are considered effective when 
used according to the manufacturers' instructions. Higher level 
disinfection may be required depending on the agent or level of 
decontamination. 


((Eink:)) Reference: 
These lists are available from the EPA Office of Pesti- 
cides, antimicrobial pesticides web site at http:// 


www.epa.gov/oppad001/((ehemregtidex-htas)). 


AMENDATORY SECTION (Amending WSR 04-12-070, 
filed 6/1/04, effective 9/1/04) 


WAC 296-823-14060 Handle regulated waste prop- 
erly and safely. (Definition: 


Regulated waste is any of the following: 


+Pathelesiecat and microbiological awastes_containg 
bleed cr OPPE 

You-must: 

*)) (1) You must discard contaminated sharps immedi- 
ately, or as soon as possible, in containers that are all of the 
following: 

((-)) (a) Closable; 

((-)) (b) Puncture resistant; 

((-)) (c) Leakproof on sides and bottom; 

((-)) (d) Appropriately labeled or color-coded; 

((-)) (e) Easily accessible to personnel; 
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((-)) (f) Located as close as feasible to the immediate 
area where sharps are used or areas sharps can be reasonably 
anticipated to be found (for example, laundries); 

((-)) (g) Maintained upright throughout use; 

((-)) (h) Replaced routinely and not allowed to overfill. 
((Exemptiens:)) Work areas such as correctional facilities, psychiatric 
EXEMPTIONS: units, pediatric units, or residential homes may have dif- 

ficulty placing sharps containers in the immediate use 
area. In such situations, alternatives such as using lock- 
able containers or bringing containers in and out of the 
work area may be used. 


Note: For additional information on placement and use of sharps con- 
tainers see Selecting, Evaluating, and Using Sharps Disposal 
Containers, NIOSH Publication 97-111, January 1998. You 
can obtain a copy of this publication by calling 1-800-35- 
NIOSH or get an electronic version in pdf at ((http:// 


www.ede.gov/niesh/publistd-htm)) http://www.cdc.gov/niosh/ 
docs/97-111/. 


((Yowmust: 

*)) (2) You must make sure when you move containers of 
contaminated sharps, the containers are: 

((-)) (a) Closed prior to removal or replacement to pre- 
vent spilling or protrusion of contents during handling, stor- 
age, transport, or shipping; and 

((-)) (b) Placed in a secondary container, if leaking is 
possible. The second container must be: 

((#)) (i) Closable; 

((#)) (ii) Constructed to contain all contents and prevent 
leakage during handling, storage, transport, or shipping; 

((#)) Gii) Appropriately labeled or color-coded. 

((*)) (3) You must make sure regulated waste other than 
sharps is placed in containers that are all of the following: 

((-)) (a) Closable; 

((-)) (b) Constructed to contain all contents and prevent 
leakage of fluids during handling, storage, transport, or ship- 
ping; 

((-)) (c) Closed prior to removal to prevent spillage or 
protrusion of contents during handling, storage, transport, or 
shipping; 

((-)) (d) Placed in a second container if outside contami- 
nation of the primary regulated waste container occurs. 

((ma-Fhe-second container mustineet these requirements. 

-)) (4) You must make sure the second container is 
appropriately labeled or color-coded. 

((*)) (5) You must dispose of all regulated waste accord- 
ing to applicable state and county regulations. 


AMENDATORY SECTION (Amending WSR 04-12-070, 
filed 6/1/04, effective 9/1/04) 


WAC 296-823-14065 Handle contaminated laundry 
properly and safely. ((¥owmuast: 

*)) (1) You must handle laundry contaminated with 
blood or other potentially infectious material (OPIM) as little 
as possible and with a minimum of agitation. 

((*)) (2) You must bag contaminated laundry or put it 
into a container at the location where it was used. 

((-)) (a) Do not sort or rinse at the location of use. 

((-)) (b) Place and transport contaminated laundry in 
bags or containers that are properly labeled or color-coded. 
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((-)) (c) If your facility ships contaminated laundry off- 
site to a second facility that doesn't use an infection control or 
isolation system when handling all of their soiled laundry, 
your facility must place the laundry in red bags or containers 
that are appropriately labeled. 

Note: If your facility uses an infection control or isolation system in 
the handling of all soiled laundry, you can use alternative label- 
ing or color-coding so employees recognize that the containers 
need to be handled using these precautions. 


Reference: Requirements for appropriate labels and color-coding 


are found in WAC 296-823-14025 of this chapter. 


(Forest 

*)) (3) You must place and transport wet contaminated 
laundry that is likely to soak through or leak to the outside, in 
bags or containers that will prevent such leakage. 


Reference: You need to follow additional requirements to make sure 
that employees who have contact with contaminated 
laundry wear protective gloves and other personal pro- 
tective equipment (PPE) as appropriate, see WAC 296- 


823-150, Personal protective equipment. 


AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-150 Personal protective equipment 
(PPE). 

Summary((:)) 

Your responsibility: 

To provide and make sure personal protective equipment 
is used when work practices and controls will not fully pro- 
tect your employees from the risk of exposure to blood or 
other potentially infectious materials. 

((Seu-mrust: 

Provide-and-make-surethat personal _pretecthve-equip- 
mentisusedwhen there is occupational exposure 

WAC 296-823-15005 

Make-sure-gleves-are-wern 

WAC 296-823-15640 

Make-suremasks,eye-protection and face_shields—are 
worn 

WAC 296-823-150145 


WAC 296-823 15020 
Mal : leyi ilab] 
WAC 296-823 15025 


WAC 296-823-150360.)) 


You must meet the 
requirements ... 
Provide and make sure per- 
sonal protective equipment 
is used when there is occu- 
pational exposure 
Make sure gloves are worn 


in this section: 
WAC 296-823-15005 


WAC 296-823-15010 
WAC 296-823-15015 


Make sure appropriate 
masks, eye protection, and 
face shields are worn 
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You must meet the 
Wear appropriate protective 
clothing 
Make resuscitator devices 
available 


in this section: 
WAC 296-823-15020 


WAC 296-823-15025 


Maintain personal protec- WAC 296-823-15030 


tive equipment 


AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-15005 Provide and make sure per- 
sonal protective equipment is used when there is occupa- 
tional exposure. ((4eu-must: 

*)) (1) You must provide at no cost to employees, appro- 
priate personal protective equipment such as: 

((-)) (a) Gloves; 


((-)) (b) Gowns; 

((-)) (c) Laboratory coats; 

((-)) (d) Face shields or a combination of masks and eye 
protection; 

((-)) (e) Mouthpieces; 

((-)) (£ Resuscitation bags; 

((-)) (g) Pocket masks; 

((-)) (h) Other ventilation devices. 

Note: ((*)) PPE is considered "appropriate" only if it does NOT permit 
blood or other potentially infectious materials (OPIM) to pass 
through to or reach the employee's work clothes, street clothes, 
undergarments, skin, eyes, mouth, or other mucous membranes 
under normal conditions of use and for the duration of time 
which the protective equipment will be used. 


((Yousmust: 

*)) (2) You must make sure that employees use appropri- 
ate PPE. 

((-)) (a) In rare and extraordinary circumstances, 
employees can briefly and temporarily choose not to use 
PPE. If in their professional judgment, they believe that using 
PPE would prevent the delivery of health care or public 
safety services OR pose an increased hazard to themselves or 
co-workers. 

((*)) (b) If the employee makes this judgment, you must 
investigate and document to determine if changes can be 
made to prevent future occurrences of the same situation, 

((*)) (3) You must make sure that appropriate PPE, in 
sizes to fit your employees, is readily accessible at the 
worksite or issued to employees. 

((*)) (4) You must make sure employees remove all PPE 
before leaving the work area. 


AMENDATORY SECTION (Amending WSR 04-12-070, 
filed 6/1/04, effective 9/1/04) 


WAC 296-823-15010 Make sure gloves are worn. 
((Meu-must: 

*)) (1) You must make sure gloves appropriate to the sit- 
uation are worn when: 

((-)) (a) It can be reasonably anticipated that the 
employee may have hand contact with blood, other poten- 
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tially infectious materials (OPIM), mucous membranes, or 
skin that is not intact; 

((-)) (b) Handling or touching contaminated items or sur- 
faces; 

((-)) (c) Performing vascular access procedures, for 
example, drawing blood or inserting an IV. 

((XYowmmuast: 

*)) (2) You must do the following when you are an 
employer in a volunteer blood donation center and you make 
the judgment that employees do not require routine use of 
gloves when performing phlebotomies: 

((-)) (a) Periodically reevaluate your decision not to 
require gloves; 

((-)) (b) Make gloves available to all employees who 
wish to use them for phlebotomy (blood drawing); 

((-)) (c) Do not discourage the use of gloves for phlebot- 
omy; 

((-)) (d) Require that gloves be used for phlebotomy in 
ANY of the following circumstances: 

((œ)) G) When the employee has a cut, scratch, or other 
break in the skin of his or her hand or wrist; 

((#)) (ii) When the employee judges that hand contami- 
nation with blood may occur; for example, when performing 
phlebotomy on an uncooperative individual; 

((#)) Gii) When the employee is receiving training in 
phlebotomy. 

((Mou-must: 

*)) (3) You must make sure employees who are allergic 
to the gloves that are normally provided have ready access to 
at least one of the following: 

((-)) (a) Nonlatex gloves; 

((-)) (b) Glove liners; 

((-)) (c) Powderless gloves; 

((-)) (d) Other similar alternatives. 

((*)) (4) You must replace disposable (single use) gloves 
such as surgical or examination gloves: 

((-)) (a) As soon as practical when contaminated; 

((-)) (b) As soon as practical if they are torn or punc- 
tured; 

((-)) (c) When their ability to function as a barrier is com- 
promised. 

((*)) (5) Make sure disposable (single use) gloves are 
used only once. 

((*)) (6) Discard utility gloves if they are cracked, peel- 
ing, torn, punctured, or show other signs of deterioration or 
when their ability to function as a barrier is compromised. 

((-)) You may decontaminate utility gloves for reuse if 
they can continue to function as a barrier. 


AMENDATORY SECTION (Amending WSR 04-12-070, 
filed 6/1/04, effective 9/1/04) 


WAC 296-823-15015 Make sure appropriate masks, 
eye protection, and face shields are worn. ((Yeu+must: 

*)) You must make sure either chin-length face shields or 
a combination of masks and eye protection are used, when- 
ever splashes, spray, spatter, or droplets of blood or other 
potentially infectious materials (OPIM) may be generated 
and eyes, nose, or mouth contamination can be reasonably 
anticipated. 
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Note: Examples of eye protection devices include goggles and 
glasses with solid side shields. 


AMENDATORY SECTION (Amending WSR 04-12-070, 
filed 6/1/04, effective 9/1/04) 


WAC 296-823-15020 Wear appropriate protective 
clothing. ((“Yeu-mrust: 

*)) (1) You must make sure appropriate protective cloth- 
ing is worn when splashes to skin or clothes are reasonably 
anticipated. The type and characteristics will depend upon the 
sort of work being done and how much exposure is antici- 
pated. 


Note: Examples of protective clothing include: 
((-)) 1. Gowns; 
((-)) 2. Aprons; 
((-)) 3. Lab coats: 
(©) 4. Clinic jackets; 
(©) 5. Similar outer garments; 
((-)) 6. Surgical caps or hoods; 
((-)) 7. Shoe covers or boots. 


((Mou-must: 

*)) (2) You must remove a garment as soon as feasible if 
blood or other potentially infectious materials (OPIM) pene- 
trate it. 


AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-15025 Make resuscitator devices 
available. ((“4eu-mrast: 

«)) You must make resuscitator (emergency ventilation) 
devices readily available and accessible to employees who 
can reasonably be expected to perform resuscitation proce- 
dures. 


Note: Examples of resuscitator devices include: 
((-)) 1. Masks; 
((-)) 2. Mouthpieces; 
(©) 3. Resuscitation bags: 
((-)) 4. Shields/overlay barriers. 


AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-15030 Maintain personal protective 
equipment. ((Yeumust: 

*)) (1) You must clean, repair, replace, launder, and dis- 
pose of personal protective equipment required by this chap- 
ter, at no cost to the employee. 

((*)) (2) You must make sure when PPE is removed, it is 
placed in an appropriately designated area or container for 
storage, washing, decontamination, or disposal. 


Note: Contaminated personal clothing is considered PPE for the pur- 
poses of this section. 


AMENDATORY SECTION (Amending WSR 04-12-070, 
filed 6/1/04, effective 9/1/04) 


WAC 296-823-160 Post-exposure requirements. 
Summary((s)) 
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Your responsibility: 

To make sure employees who have been exposed to 
blood or other potentially infectious materials (OPIM) have 
appropriate post-exposure evaluation and follow-up avail- 
able. 

((Yowmmust: 


WAC 296-823 16925 
Obtain-and_previde-a_copy_of the _health_eare_prefes- 
stonals~written_opinien_on pest exposure -evatiation tothe 
)) 
WAC296-823-16936- 


You must meet the. 
requirements ... in this section: 

Make a confidential medical | WAC 296-823-16005 
evaluation and follow-up 
available to employees who 
experience an exposure inci- 
dent 
Test the blood of the source 
person 
Provide the results of the 
source person's blood test to 
the exposed employee 
Collect and test the blood of | WAC 296-823-16020 
the exposed employee 


WAC 296-823-16010 


WAC 296-823-16015 


Provide information to the | WAC 296-823-16025 
health care professional 


evaluating the employee 


Obtain and provide a copy | WAC 296-823-16030 
of the health care profes- 
sional's written opinion on 
post-exposure evaluation to 


the employee 


AMENDATORY SECTION (Amending WSR 04-12-070, 
filed 6/1/04, effective 9/1/04) 


WAC 296-823-16005 Make a confidential medical 
evaluation and follow-up available to employees who 
experience an exposure incident. ((4eu-mrast: 

*)) (1) You must make immediately available a confiden- 
tial post-exposure evaluation and follow-up to all employees 
with occupational exposure to blood or OPIM who report an 
exposure incident. 


WSR 15-23-086 


(Definition: 
Expesureincident.Means-a-spectfic eye mouth_other 


*)) (2) You must make sure that the post-exposure medi- 
cal evaluation and follow-up are all of the following: 

((-)) (a) Immediately available following an exposure 
incident; 

((-)) (b) Confidential; 

((-)) (c) At no cost to the employee; 

((-)) (d) At a reasonable time and place; 

((-)) (e) Administered by or under the supervision of a 
licensed physician or by another licensed health care profes- 
sional; 

((-)) £ Provided according to recommendations of the 
United States Public Health Service current at the time these 
evaluations and procedures take place. 

((*)) G) You must make sure that the evaluation and fol- 
low-up includes AT LEAST these elements: 

((-)) (a) Documentation of the routes of exposure, and 
the circumstances under which the exposure incident hap- 
pened; 

((-)) (b) Identification and documentation of the source 
individual, unless you can establish that identification is 
infeasible or prohibited by state or local law; 

((-)) (c) Collection and testing of blood to detect the 
presence of HBV and HIV; 

((-)) (d) Post-exposure preventive treatment, when med- 
ically indicated, as recommended by the United States Public 
Health Service: 

((-)) (e) Counseling; 

((-)) (£) Evaluation of reported illnesses. 

((*)) (4) You must make sure that all laboratory tests are 
conducted by a laboratory licensed by the state or Clinical 
Laboratory Improvement Amendments Act (CLIA). 


Note: The employer or a third-party health care provider identified by 
the employer may do the evaluation. 


AMENDATORY SECTION (Amending WSR 04-12-070, 
filed 6/1/04, effective 9/1/04) 


WAC 296-823-16010 Test the blood of the source 
person. 
((Exemptiens:)) When the source individual is already known to be 
EXEMPTIONS: infected with HBV or HIV, you do not need to test their 
status. 


((Yowmmust: 

«)) You must arrange to test the source individual's blood 
for HBV and HIV as soon as feasible after getting their con- 
sent. 

((-)) A) If you do not get consent, you must establish that 
legally required consent can not be obtained. 

((-)) (2) When the law does not require the source indi- 
vidual's consent, their blood, if available, must be tested and 
the results documented. 
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Note: ((*)) 1. Your local health authority enforces rules regarding 
HIV testing and consent which are found in WAC 246-100- 
206, Special diseases—Sexually transmitted diseases, and 
WAC 246-100-207, Human immunodeficiency virus (HIV) 
testing. 

These rules can be found at: http://www.leg.wa.gov/wac and 
click on Title 246 WAC. 

((*)) 2. Source testing: According to the Centers for Disease 
Control and Prevention (CDC), hepatitis C virus (HCV) infec- 
tion is the most common chronic bloodborne infection in the 
United States. The CDC recommends testing of the source per- 
son for the presence of anti-HCV antibody. (Updated U.S. Pub- 
lic Health Service Guidelines for the Management of Occupa- 
tional Exposures to HBV, HCV, and HIV and Recommendations 
for Postexposure Prophylaxis, MMWR, June 29, 2000/ 
50(RR11); 1-42.) 


AMENDATORY SECTION (Amending WSR 04-12-070, 
filed 6/1/04, effective 9/1/04) 


WAC 296-823-16015 Provide the results of the 
source person's blood test to the exposed employee. ((¥eu 
mast: 

*)) (1) You must make sure the results of the source per- 


son's blood test are provided to the exposed employee, if pos- 
sible. 


((*)) (2) You must make sure the exposed employee is 
informed of applicable laws and regulations regarding disclo- 


sure of the identity and infection status of the source person. 


Note: Law and regulations that currently apply are: 
((-)) 1. Chapter 70.02 RCW, Medical records—Health care 
information access and disclosure. 
((-)) 2. Chapter 70.24 RCW, Control and treatment of sexually 
transmitted diseases. 
((-)) 3. Both rules can be found at http://www.leg.wa.gov/wac 


and click on ((Fitle 70 WAC Fite 70 REW4)) Title 70 RCW to 


find these rules. 


AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-16020 Collect and test the blood of the 
exposed employee. ((Yowmmust: 


*)) You must arrange to have the exposed employee's 
blood collected and tested as soon as feasible after consent is 
obtained. 


((-)) CG) If the employee consents to baseline blood col- 
lection, but does not give consent at that time for HIV sero- 
logic testing, the sample must be preserved for at least ninety 
days. 

(2) If, within ninety days of the exposure incident, the 
employee chooses to have the baseline sample tested, it must 
be done as soon as possible. 


AMENDATORY SECTION (Amending WSR 04-12-070, 
filed 6/1/04, effective 9/1/04) 


WAC 296-823-16025 Provide information to the 
health care professional evaluating the employee. ((Yeu 
mast: 
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+)) You must provide ALL of the following information to 
the health care professional evaluating an employee after an 
exposure incident: 

((-)) 1.) A copy of WAC 296-823-160; 

((-)) (2) A description of the job duties the exposed 
employee was performing when exposed; 

((-)) (3) Documentation of the routes of exposure and 
circumstances under which exposure occurred; 

((-)) (4) Results of the source person's blood testing, if 
available; 

((-)) (5) All medical records that you are responsible to 
maintain, including vaccination status, relevant to the appro- 
priate treatment of the employee. 


Reference: Requirements for the health care professional's written 
opinion for hepatitis B vaccinations can be found in 
WAC 296-823-13010. 

Note: You may meet the requirement to provide a copy of WAC 296- 


823-160 to the health care professional by giving them the 
http://www.I|ni.wa.gov/rules/, as long as their office has a com- 
puter and access to the labor and industries' web site. 


AMENDATORY SECTION (Amending WSR 04-12-070, 
filed 6/1/04, effective 9/1/04) 


WAC 296-823-16030 Obtain and provide a copy of 
the health care professional's written opinion on post- 
exposure evaluation to the employee. ((Yeuamust: 

*)) (1) You must obtain and provide to the employee a 
copy of the evaluating health care professional's written opin- 
ion within fifteen days of the completion of their evaluation. 


Note: ((*)) 1. If the health care professional provides the written opin- 
ion directly to the employee, you do not need to do so. 
((*)) 2. If the employee's personal health care professional com- 
pletes the evaluation, you are not required to obtain the health 
care professional's written opinion. 


((*)) (2) You must make sure the health care profes- 
sional's written opinion is limited to the following informa- 


tion: 

((-)) (a) That the employee has been informed of the 
results of the evaluation; 

((-)) (b) That the employee has been told about any med- 
ical conditions resulting from exposure to blood or other 
potentially infectious materials (OPIM) which need further 
evaluation or treatment. 

((*)) (3) You must make sure that all other findings or 
diagnoses remain confidential and are NOT included in the 
written report. 


AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-170 Records. 
Summary((s)) 

Your responsibility: 

To obtain and maintain required records. 
((Yommast: 

WAC-296-823-47005- 


WAC-296-823-470 10) 
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You must meet the 
requirements ... 
Establish and maintain med- 

ical records 


in this section: 
WAC 296-823-17005 


Maintain a sharps injury log | WAC 296-823-17010 


AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-17005 Establish and maintain medical 
records. ((Yowmust: 

*)) (1) You must establish and maintain an accurate med- 
ical record for each employee with occupational exposure. 

((*)) (2) You must make sure this record includes ALL of 
the following that apply: 

((-)) (a) Name and Social Security number of the 
employee; 

((-)) (b) A copy of the employee's hepatitis B vaccination 
status, including the dates of all the hepatitis B vaccinations; 

((-)) (c) Any medical records related to the employee's 
ability to receive vaccinations; 

((-)) (d) The HBV declination statement; 

((-)) (e) A copy of all results of examinations, medical 
testing, and follow-up procedures related to post-exposure 
evaluations; 

((-)) £ Your copy of the health care professional's writ- 
ten opinion; 

((-)) (g) A copy of the information provided to the health 
care professional as required. 

((*)) (3) You must make sure that employee medical 
records are: 

((-)) (a) Kept confidential; 

((-)) (b) Not disclosed or reported to any person, without 
the employee's written consent, except as required by this 
section or as may be required by law. 


Note: ((*)) 1. In some industries, a medical record is also known as 
the employee health file. 

((*)) 2. You may contract with the medical professional respon- 
sible for hepatitis B vaccination and post-exposure evaluation 


to maintain employee records. 


Reference: You need to follow additional requirements for medical 


records found in WAC 296-62-052, Access to records. 


AMENDATORY SECTION (Amending WSR 04-12-070, 
filed 6/1/04, effective 9/1/04) 


WAC 296-823-17010 Maintain a sharps injury log. 


((Exemptien:)) You are exempt from the requirements to record contam- 
EXEMPTION: inated sharps injuries if you have ten or less employees. 
((Mou-must: 


*)) (1) You must record contaminated sharps injuries on 
your OSHA 300 or equivalent log. 


Reference: Requirements for the OSHA 300 log are found in chapter 
296-27 WAC, Recordkeeping and reporting. ((http:# 


warw-iniwe-gevAvisharess WACS HA Ahtme 
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Youanust: 

*)) (2) You must record and maintain contaminated 
sharps injury information in a way that protects the confiden- 
tiality of the injured employee. 

((*)) (3) You must also record the following additional 
information for contaminated sharps injuries: 

((-)) (a) The type and brand of device involved in the 
incident; 

((-)) (b) The department or work area where the exposure 
incident occurred; 

((-)) (c) An explanation of how the incident occurred. 

((*)) (4) You must maintain your contaminated sharps 
injury records for five years. 

Note: You may record the additional information in any format you 
choose, such as on the OSHA 300 and 301 forms. It must be 
retrievable and identifiable to each specific injury. 


AMENDATORY SECTION (Amending WSR 04-12-070, 
filed 6/1/04, effective 9/1/04) 


WAC 296-823-180 Additional requirements for HIV 
and HBV research laboratories and production facilities. 

Summary((:)) 

Your responsibility: 

To implement and enforce these additional rules in 
research laboratories and production facilities engaged in the 
culture, production, concentration, experimentation, and 
manipulation of HIV and HBV. 


((Exemptien:)) This section does NOT apply to clinical or diagnostic lab- 

EXEMPTION: _ oratories engaged solely in the analysis of blood, tissues, 
or organs. 

Note: Production and research facilities: Hepatitis C (HCV) is the 


virus involved in most cases of parenterally transmitted (blood- 
borne) non-A, non-B hepatitis in the United States. Most indi- 
viduals who contract HCV become chronically infected (85%) 
and develop chronic hepatitis (70%). It is recommended that 
you also follow these requirements for HCV production and 
research facilities. 


((Youmust: 

Prepare, reviewandupdate-a-biosafety manual 
WAC 296-823-18005, 
Felewthese-special practices for the werk area 
WAC 296-823-18010 


Mal . ; : aland 
waste-are followed 


WAC 296-823 18015 
Make-surethese-speetat 


ices for personal protective 


WAC 296-823 180960 

Proteet-yvacuum ines 
WAC 296-823 18095 
Use and handle hypodermic needles and syringes-appre- 

priatelhy_and safely 

WAC 296-823 18030 

WAC 296-823 18035 

Pest signs 

WAC 296-823 18046- 

WAC 296-823 18045 
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Furnish-e-sink forwashine hands-anda ready avatable 
h facili 

WAC 296-823 18950- 

Mal ; Iditionaleriteri oH i 

WAC296-823-18055.)) 


You must meet the 
Prepare, review, and update 
a biosafety manual 


in this section: 
WAC 296-823-18005 


Follow these special prac- | WAC 296-823-18010 


tices for the work area 


Make sure these practices WAC 296-823-18015 
for contaminated material 


and waste are followed 


Make sure these special WAC 296-823-18020 
practices for personal pro- 
tective equipment (PPE) and 
other safeguards are fol- 


lowed 


WAC 296-823-18025 
WAC 296-823-18030 


Protect vacuum lines 


Use and handle hypodermic 
needles and syringes appro- 
priately and safely 

Handle all spills and acci- 
dents properly 


WAC 296-823-18035 


Post signs WAC 296-823-18040 


Provide additional training | WAC 296-823-18045 


for facility employees 


Furnish a sink for washing | WAC 296-823-18050 
hands and a readily avail- 


able eye wash facility 


Make sure these additional | WAC 296-823-18055 
criteria are followed for HIV 


and HBV production facili- 


ties 


AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-18005 Prepare, review, and update a 
biosafety manual. ((Yeu-must: 

*)) (1) You must prepare or adopt a biosafety manual. 
This manual must be: 

((-)) (a) Periodically reviewed; 

((-)) (b) Updated at least annually or more often, if nec- 
essary. 

((*)) (2) You must make sure employees are: 

((-)) (a) Advised of potential hazards; 

((-)) (b) Required to read and follow instructions about 
practices and procedures. 

((*)) (3) You must establish written policies and proce- 
dures where only authorized persons can enter work areas 
and animal rooms. 
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AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-18010 Follow these special practices 
for the work area. ((Yeusmust: 

*)) (1) You must make sure only authorized persons are 
allowed to enter the work areas and animal rooms. Autho- 
rized persons must: 

((-)) (a) Have been advised of the potential biohazard; 

((-)) (b) Meet any specific entry requirements; 

((-)) (c) Comply with all entry and exit procedures. 

((*)) (2) Keep laboratory doors closed when work 
involving HIV or HBV is in progress. 


AMENDATORY SECTION (Amending WSR 07-03-163, 
filed 1/24/07, effective 4/1/07) 


WAC 296-823-18015 Make sure these practices for 
contaminated material and waste are followed. ((¥eu 
mast: 
*)) (1) You must incinerate or decontaminate all regu- 
lated waste by a method known to effectively destroy blood- 
borne pathogens, such as autoclaving. 


((*)) (2) You must make sure to place materials to be 
decontaminated away from the work area in a container that 


is: 
((-)) (a) Durable; 


((-)) (b) Leakproof; 
((-)) (c) Appropriately labeled, or color-coded; 


((-)) (d) Closed before being removed from the work 
area. 


Reference: You can find additional requirements for appropriate 


labels and color-coding in WAC 296-823-14025. 


((Mou-must: 

*)) (3) You must incinerate or decontaminate ALL waste 
from work areas and from animal rooms before disposal. 

((*)) (4) You must make sure an autoclave is available 
for decontamination of regulated waste. 


AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-18020 Make sure these special prac- 
tices for personal protective equipment (PPE) and other 
((safe-cuards)) safeguards are followed. ((4eu-must: 


*)) (1) You must make sure appropriate personal protec- 
tive clothing is used in work areas and animal rooms. Exam- 


ples of appropriate personal protective clothing include: 

((-)) (a) Laboratory coats; 

((-)) b) Gowns; 

(©) (c) Smocks; 

((-)) (d) Uniforms. 

((*)) (2) You must _decontaminate protective clothing 
before it is laundered. 

((*)) (3) You must make sure employees remove protec- 
tive clothing before leaving their work area. 

((*)) (4) You must take special care to avoid skin contact 
with other potentially infectious materials (OPIM). 

((*)) (5) You must wear gloves when handling infected 
animals and when you can not avoid making hand contact 
with OPIM. 
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((*)) (6) You must conduct all activities involving OPIM 
in biological safety cabinets or other physical-containment 
devices within the containment module. No work with OPIM 
must be conducted on the open bench. 

((-)) (a) Appropriate certified biological safety cabinets 
(Class I, II, or II) or personal protection or physical contain- 
ment devices must be used for all activities with OPIM that 
pose a threat of exposure to droplets, splashes, spills, or aero- 
sols. 

(b) Appropriate personal protection and physical con- 
tainment devices include: 

((#)) i) Special protective clothing; 

((#)) Gi) Respirators; 

((#)) Gii) Centrifuge safety cups; 

((#)) (iv) Sealed centrifuge rotors; 

((#)) (v) Containment caging for animals. 

((-)) (c) Biological safety cabinets must be certified 
when installed or moved, and at least annually. 


AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-18025 Protect vacuum lines. ((¥eu 
mast: 
*)) You must protect vacuum lines with liquid disinfec- 
tant traps and high-efficiency particulate air (HEPA) filters or 
filters of same or greater efficiency. Make sure filters are 
checked routinely and maintained or replaced as necessary. 


AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-18030 Use and handle hypodermic 
needles and syringes appropriately and safely. ((¥eu 
mast: 

+)) You must use hypodermic needles and syringes only 
for parenteral injection and aspiration of fluids from labora- 
tory animals and diaphragm bottles. 

((-)) (1) Use only needle-locking syringes or disposable 
syringe-needle units (when the needle is integral to the 
syringe) for the injection or aspiration of other potentially 
infectious materials (OPIM). 

((-)) (2) Use extreme caution when handling needles and 
syringes. 

((-)) (3) The needle must not be bent, sheared, replaced 
in the sheath or guard, or removed from the syringe after use. 

((-)) (4) Place the needle and syringe promptly in a punc- 
ture-resistant container and autoclave or decontaminate 
before reuse or disposal. 


AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-18035 Handle all spills and accidents 
properly. ((Yeu-must: 

*)) (1) You must make sure appropriate professional staff 
or others, properly trained and equipped to work with con- 
centrated potentially infectious materials, immediately con- 
tain and clean up all spills. 
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((*)) (2) You must make sure that employees report a 
spill or accident that results in an exposure incident immedi- 


ately to the laboratory director or other responsible person. 


AMENDATORY SECTION (Amending WSR 03-09-110, 
filed 4/22/03, effective 8/1/03) 


WAC 296-823-18040 Post signs. (Yeu-must: 

*)) (1) You must post signs at the entrance to work areas 
and all access doors when other potentially infectious materi- 
als (OPIM) or infected animals are present in the work area or 
containment module. 

((*)) (2) You must make sure signs: 


((-)) (a) Contain the following symbol and information: 


SD 


(Name of the infectious agent.) 
(Special requirements for entering the area.) 
(Name, telephone number of the laboratory 

director or other responsible person.) 


((-)) (b) Are all or mostly fluorescent orange-red with 
lettering and symbol in a contrasting color. 


AMENDATORY SECTION (Amending WSR 04-12-070, 
filed 6/1/04, effective 9/1/04) 


WAC 296-823-18045 Provide additional training for 
facility employees. ((Yeu-mrust: 

*)) (1) You must provide initial training to employees in 
HIV or HBV research laboratories or production facilities in 
addition to the training required in WAC 296-823-120. 

((*)) (2) You must make sure that employees demon- 
strate proficiency in the following: 

((-)) (a) Standard microbiological practices and tech- 
niques; 

((-)) (b) The practices and operations specific to the 
facility BEFORE being allowed to work with HIV or HBV. 

((*)) (3) You must provide a training program to employ- 
ees working with HIV or HBV who have no prior experience 
in handling human pathogens. 

((-)) (a) Initial work activities must not include the han- 
dling of infectious agents. 

((-)) (b) A progression of work activities must be 
assigned as techniques are learned and proficiency is devel- 
oped. 
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((*)) (4) You must make sure that employees participate 
in work activities involving infectious agents only after pro- 


ficiency has been demonstrated. 


AMENDATORY SECTION (Amending WSR 04-12-070, 
filed 6/1/04, effective 9/1/04) 


WAC 296-823-18050 Furnish a sink for washing 
hands and a readily available eye wash facility. (“Yew 
mast: 

*)) You must make sure each work area contains a sink 
for handwashing and an eyewash facility is readily available. 

((-)) For HIV and HBV production facilities, the sink 
must be operated automatically or by foot or elbow and must 
be located near the exit door of the work area. 


Reference: Requirements for emergency eyewash stations can be 


found in WAC 296-800-15030. 


AMENDATORY SECTION (Amending WSR 07-03-163, 
filed 1/24/07, effective 4/1/07) 


WAC 296-823-18055 Make sure these additional cri- 
teria are followed for HIV and HBV production facilities. 
(Eest 

*)) (1) You must separate the HIV and HBV work areas 
from areas that are open to unrestricted traffic flow within the 
building. 

((*)) (2) You must use two sets of doors to separate HIV 
and HBV work areas from access corridors or other contigu- 
ous areas. 


Note: You may provide a physical separation of the high-containment 
work area from access corridors or other areas or activities by 
providing: 

((-)) 1. A double-doored clothes-change room (showers may be 
included); 

((-)) 2. Airlock ((@R)); or 

((-)) 3. Other access facilities that require passing through two 
sets of doors before entering the work area. 


((*)) (3) You must make sure the surfaces of doors, walls, 
floors, and ceilings in the work area are water resistant so 
they can be easily cleaned. These surfaces must be sealed or 
capable of being sealed to facilitate decontamination. 

((*)) (4) You must make sure access doors to the work 
area or containment module are self-closing. 

((*)) (5) You must provide a ducted exhaust-air ventila- 
tion system. 

(a) This system must create directional airflow that 
draws air into the work area through the entry area and you 
must verify this airflow. 

(b) The exhaust air must: 

((-)) G) NOT be recirculated to any other area of the build- 
ing; 

((-)) Gi) Be discharged to the outside; 

((-)) Gii) Be dispersed away from occupied areas and air 
intakes. 

((*)) (6) Make sure an autoclave for decontamination of 
regulated waste is available within or as near as possible to 
the work area. 
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REPEALER 


The following section of the Washington Administrative 
Code is repealed: 


WAC 296-823-200 Definitions. 


NEW SECTION 


WAC 296-826-099 Definitions. 

Appurtenance. All devices that are added onto the sys- 
tem such as pumps, compressors, safety relief devices, liquid- 
level gauging devices, valves, and pressure gauges. 

Capacity. The total volume of the container measured in 
U.S. gallons, unless otherwise specified. 

Container. All vessels, tanks, cylinders or spheres used 
for transportation, storage or application of anhydrous 
ammonia. 

Cylinder. A container constructed according to the 
United States Department of Transportation specifications 
with a water capacity of one thousand pounds or less. 

Design pressure. The same as the "maximum allowable 
working pressure" as used in the Unfired Pressure Vessel 
Code. 

DOT regulations. The department of transportation 
(DOT) hazardous materials regulations and specifications for 
shipping containers found in Title 49—Transportation, Code 
of Federal Regulations, Parts 171 to 190, inclusive. 

Filling density. The ratio of the weight of the gas in a 
container to the weight of water at 60°F that the container 
will hold. One lb. H»O = 27.737 cu. in. at 60°F. 


For determining the weight capacity of the tank in 
pounds, the weight of a gallon (231 cubic inches) of water at 
60°F in air is 8.32828 pounds. 

Gas. Anhydrous ammonia in either the gaseous or lique- 
fied state. 

Hydrostatic relief valve. An automatic pressure acti- 
vated valve for liquid service. 

(a) It is characterized by a throttle or slow weep opening, 
a nonpop-action. 

(b) Refer to American National Standards Institute, Ter- 
minology for Pressure Relief Devices, B95.1, for more infor- 
mation. 

"psig" and "psia." Abbreviations that mean the follow- 
ing: 

(a) "psig" refers to pounds per square inch gauge. 

(b) "psia" refers to absolute pounds per square inch. 

Safety relief valve. An automatic spring loaded or 
equivalent type pressure activated device for gas or vapor ser- 
vice. 

(a) It is characterized by a pop-action upon opening, and 
is sometimes referred to as a pop valve. 

(b) Refer to American National Standards Institute, Ter- 
minology for Pressure Relief Devices, B95.1 for more infor- 
mation. 

Semi-trailer. Every vehicle that meets both of the fol- 
lowing: 

(a) Designed for carrying property and for being drawn 
by a motor vehicle; 

(b) Constructed so that some part of its weight and the 
weight of its load rests upon or is carried by another vehicle. 
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Systems. An assembly of equipment consisting of the 
container or containers, appurtenances, pumps, compressors, 
and interconnecting piping. 

Tank motor vehicle. Any motor vehicle designed or 
used for the transportation of anhydrous ammonia that has 
either: 

(a) A tank designed to be permanently attached to any 
motor vehicle; or 

(b) A container that is not permanently attached but 
needs to be loaded and unloaded without being removed from 
the motor vehicle due to its size, construction, or means of 
attachment. 

Trailer. Every vehicle meeting all of the following: 

(a) Designed for carrying property and for being drawn 
by a motor vehicle; 

(b) Constructed so that no part of its weight except the 
towing device rests on the towing vehicle. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-100 Scope. This chapter applies to 
employers who use, handle, store, distribute, or transport 
anhydrous ammonia. 

((*)) (1) Operations covered by this chapter include, but 
are not limited to: 

((-)) (a) All distributors of anhydrous ammonia, includ- 
ing distributors who store and transport anhydrous ammonia 
on trucks delivering to a farm. 

((-)) (b) Any employer who stores and handles anhy- 
drous ammonia to use in water treatment plants, acid produc- 
tion, metal processing, pollution control, or make products 
such as: 

((#)) (i) Fertilizers; 

((#)) Gi) Synthetic resins; 

((#)) Gii) Plastics and intermediates; 

((#)) Gv) Hexamine for explosives; 

(Œ) (v) Dyes: 

((m)) (vi) Insecticides. 

((*)) (2) Operations not covered by this chapter include: 

((-)) (a) The manufacture of anhydrous ammonia. 

((-)) (b) Mechanical refrigeration systems where ammo- 
nia is used solely as a refrigerant. 

((-)) (c) Pipelines transporting anhydrous ammonia into 
or out of a storage facility. 

((-)) (d) Agricultural operations within the scope of 
chapter 296-307 WAC. When a distributor delivers anhy- 
drous ammonia to a farmer, the requirements for agricultural 
operations apply: 

((m)) (i) As soon as the farmer takes possession of the 
truck or equipment containing ammonia from the distributor, 
this includes the farmer picking up the farm truck or equip- 
ment from the distributor. 

((#)) Gi) An ammonia distributor begins performing 
agricultural operations using their ammonia at the farm. 


References: ((*)) 1. For requirements on agricultural operations using 
anhydrous ammonia, go to Part U-1 of chapter 296-307 


WAC. 
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((*)) 2. If you use, handle, store, distribute, or transport 
anhydrous ammonia in quantities of 10,000 pounds or 
more, follow the requirements found in another chapter, 
Process safety management of highly hazardous chemi- 
cals, chapter 296-67 WAC. 

((*)) 3. To protect employees handling ammonia, in addi- 
tion to this chapter, you will need the following require- 
ments found in other chapters: 

((-)) a. The following sections from the Safety and 
health core rules, chapter 296-800 WAC: 

((#)) i. Accident prevention program, WAC 296-800- 
140; 

((m)) ii. Emergency washing, WAC 296-800-150; 

((m)) iii. Personal protective equipment, WAC 296-800- 
160. 

((-)) b. Emergency response, chapter 296-824 WAC; 
((-)) c. Respiratory hazards, chapter 296-841 WAC; 
((-)) d. Respirators, chapter 296-842 WAC. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-200 Employee safety. 

Your responsibility: 

To protect employees who use, handle, store, distribute, 
or transport anhydrous ammonia. 


((Personal protective equipment PPE) 
WAC 296-826-20005. 


~ 

WAC-296-826-20940 
. . 

WAC 296-826-20015 


Emergencies 
WAC 296-826-20020)) 


You must meet the 
requirements ... 
Personal protective equip- 
ment (PPE) 
Training 
Chemical reactions 


Emergencies 


in this section: 
WAC 296-826-20005 


WAC 296-826-20010 
WAC 296-826-20015 
WAC 296-826-20020 


AMENDATORY SECTION (Amending WSR 09-05-071, 
filed 2/17/09, effective 4/1/09) 


WAC 296-826-20005 Personal protective equipment 
(PPE). (Youumust: 

*)) (1) You must provide the following PPE, at no cost to 
employees, at all stationary storage installations: 

((-)) (a) Two respirators in readily accessible locations as 
required by WAC 296-842, Respirators. 

((-)) (b) One pair of protective gloves, boots, pants, a 
protective slicker, and a jacket made of: 

((m)) Gi) Rubber; (oR 

=)) or 

(ii) Other material that can not be penetrated by ammo- 
nia. 

((-)) (c) Tight fitting vented goggles and one full face 
shield. 
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((-)) (d) An easily accessible shower or fifty gallons of 
clean water in an open top container. 

((*)) (2) You must equip tank motor vehicles with all of 
the following equipment for emergency purposes: 

((-)) (a) At least five gallons of water to flush liquid 
ammonia from skin or eyes. 

((-)) (b) Respiratory equipment suitable for anhydrous 
ammonia as required by chapter 296-842 WAC, Respirators. 

((-)) (c) A pair of protective gloves made of neoprene 
rubber or other material that cannot be penetrated by ammo- 
nia. 

((-)) (d) Tight fitting goggles and a full-face shield. 
Note: Additional safety equipment is recommended when more than 

one employee is present. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-20010 Training. ((eumust: 

*)) You must train employees who handle ammonia on 
all of the following: 

((-)) d) Safe operating practices; 

((-)) (2) Emergency procedures; 

((-)) (3) Proper use of personal protective equipment 
(PPE). 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-20015 Chemical reactions. ((Yeu 
mast: 
*)) You must prohibit the use of ammonia with other 
chemicals unless the possible reactions have been adequately 
investigated. 


Note: ((*)) Under some circumstances, ammonia and ammonium 
compounds can form explosive products with other chemicals. 
For additional information, refer to the following: 
((-)) 1. Section 491M "Manual on Hazardous Chemical Reac- 
tions" of the NFPA, 1969 Edition; ((4N_)) and 
((-)) 2. CG-388, the "Chemical Data Guide for Bulk Shipment 
by Water," 1969. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-20020 Emergencies. ((¥owmmust: 

*)) (1) You must make sure only trained personnel desig- 
nated to respond if a leak occurs in an ammonia system do all 
of the following: 

((-)) (a) Evacuate affected personnel to noncontaminated 
areas. 

((-)) (b) Shut off appropriate valves. 

((-)) (c) Put on all of the following PPE in concentrated 
ammonia atmospheres and in unknown concentrations of 
ammonia: 

((m)) (i) Self-contained breathing apparatus (SCBA); 

((m)) Gi) A plastic or rubber suit; 

((m)) Gii) Gauntlet-type plastic or rubber gloves. 

((*)) (2) You must make sure a physician treats all 
employees with eye injuries caused by liquid ammonia. In 
addition: 
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((-)) (a) Immediately flush liquid ammonia from skin or 
eyes continuously for a minimum of fifteen minutes using 
water or eye wash solutions as required by the safety and 
health core rules; First aid, WAC 296-800-150. 

((-)) (b) Do not use neutralizing solutions or ointments 
on affected areas. 

Note: ((*)) Drivers unable to stop a leak during transport should: 
((-)) 1. Move the vehicle to an isolated area. 
((-)) 2. Use the current Department of Transportation (DOT) 
Emergency Response Guidebook to establish safe distances to 
isolate a leaking tank from the driver and the public. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-300 Design, construction and installa- 
tion. 

Your responsibility: 

To make sure containers and tanks used for storing, dis- 
tributing, or transporting anhydrous ammonia meet design, 
construction and installation requirements. 


Requirements for this 


topic ... begin in this section: 
Container location and WAC 296-826-30005 


marking 
Nonrefrigerated containers 


WAC 296-826-30040 
WAC 296-826-30055 


Refrigerated tanks 


Container location and marking 
((General specifications 
WAC 296-826-38005 
WAC 296-826-38016 


WAC 29682630015 


Refrigerated-storage 
WAC 296-826-30020 


2 $ 


WAC-296-826-30025 
Systems- mountedonfarmHrucks-ortraHers-fortransport- 
: : 
WAC 296-826-30030 
; ; ; ; : 


WAC 296-826-30035 

DOFeentaimers 

WAC 296-826-30040 
Nonrefrigerated containers 

tastalation 

WAC 296-826-30045 

Reinstalation 

WAC 296-826-30050 
Refrigeratedtanks 

tastalation 

WAC 296-826-30055 

Reinstalation 

WAC 296-826-30068)) 
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You must meet the 
requirements ... 
General specifications 


in this section: 
WAC 296-826-30005 
WAC 296-826-30010 


Specifications for portable 
DOT containers 


Nonrefrigerated stationary | WAC 296-826-30015 


containers 


WAC 296-826-30020 
WAC 296-826-30025 


Refrigerated storage 


Systems mounted on trucks, 
semi-trailers, and trailers 


Systems mounted on farm | WAC 296-826-30030 


trucks or trailers for trans- 
porting ammonia 

Systems mounted on farm 
equipment for ammonia 
application 


WAC 296-826-30035 


((CONFAINER LOCATION AND MARKING)) 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-30005 General specifications. (Yeu 
mast: 
*)) (1) You must locate containers either: 

((-)) (a) In buildings or parts of the building provided for 
ammonia storage; ((OR 

-)) or 

(b) Outside, away from densely populated areas. 

((*)) (2) You must locate containers according to Table 
1, Minimum Distances for Container Location. 


Table 1 
Minimum Distances for Container Location 


Minimum Distances (feet) from Container to: 
Line of Adjoining 
Property Which 
may be Built upon, 
Nominal Capac- | Highways & Main- | Place of Pub- Institution 
ity of Container line of Railroad lic Assembly | Occupancy 
Over 500 to 2,000 25 150 250 
Over 2,000 to 50 300 500 
30,000 
Over 30,000 to 50 450 750 
100,000 
Over 100,000 50 600 1,000 


((Xowmust: 


*)) (3) You must make sure containers are located to 
meet all of the following: 
((-)) (a) Away from readily ignitable materials such as 


weeds, long dry grass, and waste. 


((-)) (b) So there is no adverse impact on employee 
health through unnecessary exposure. 
((-) (c) At least fifty feet away from dug wells and other 
sources of potable water. 
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iont hi : >) 
EXCEPTION: If the container is a part of a water treatment installation. 


this requirement does not apply. 


((*)) (4) You must maintain legibility of all container and 
valve markings. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-30010 Specifications for portable 
DOT containers. 

((MPORFANF:)) Important: 

This section applies to systems that use cylinders, porta- 
ble tanks (DOT-51), or "ton containers" (DOT-106A, DOT- 
110A), constructed according to DOT specifications. 

(Forest 

*)) (1) You must locate containers aboveground, never 
buried below the ground. 


((*)) (2) You must put containers on firm ground or 
secure them. 


((*)) (3) You must guard against settling on the outlet 
piping by using a flexible connection or a special fitting. 

((*)) (4) You must protect containers from all of the fol- 
lowing: 

((-)) (a) Ignitable debris; 

((-)) (b) External damage including corrosion; 

((-)) (c) Heat sources, like radiant flames and steam 
pipes: 

((-)) (d) Moving vehicles. 

((*)) (5) You must prohibit the use of heat to raise the 
container pressure. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-30015 Nonrefrigerated stationary 
containers. ((Yowmust: 

*)) (1) You must construct and test containers according 
to the Unfired Pressure Vessel Code. 

((*)) (2) You must make sure the minimum design pres- 
sure of the container is 250 psig. 

((*)) (3) You must make sure all containers with a capac- 
ity exceeding two hundred fifty gallons are constructed to 
meet one or more of the following: 

((-)) (a) Stress relieved after fabrication according to the 
Unfired Pressure Vessel Code; 

((-)) (b) Have stress relieved cold-formed heads; 

((-)) (c) Hot-formed heads. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-30020 Refrigerated storage. ((Yeu 
mast: 
*)) (1) You must make sure the minimum design tem- 
perature is the same as the refrigerated temperature of the 
tank. 
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((*)) (2) You must construct and test containers, with a 
design pressure exceeding 15 psig, according to the Unfired 
Pressure Vessel Code. 

((*)) (3) You must select construction materials from 
those listed from API Standard 620, 4th Edition 2002, Rec- 
ommended Rules for Design and Construction of Large, 
Welded Low Pressure Storage Tanks. 

((*)) (4) You must construct tanks with a design pressure 
with 15 psig or less according to API Standard 620, 4th Edi- 
tion, 2002. 

((*)) (5) You must use ASME Code as a guide in the 
selection of austenitic steels or nonferrous materials, if used 
at the design temperature. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-30025 Systems mounted on trucks, 
semi-trailers, and trailers. (-eu-muast 

*)) (1) You must construct and test containers, when 
transported within the state of Washington, according to both 
of the following: 

((-)) (a) A minimum design pressure of 250 psig; 

((-)) (b) The Unfired Pressure Vessel Code. 

((*)) (2) You must construct containers used for inter- 
state transport according to DOT regulations. 

((*)) (3) You must make sure the shell or head thickness 
of any container is at least 3/16 of an inch. 

((*)) (4) You must make sure electrical lighting circuits 
meet all of the following: 

((-)) (a) Have suitable over-current protection, such as 
fuses or automatic circuit breakers. 

((-)) (b) Are suitably secured, insulated, and protected 
against physical damage. 

((-)) (c) Have wiring with sufficient carrying capacity 
and mechanical strength. 


((*)) (5) You must use only electric light. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-30030 Systems mounted on farm 
trucks or trailers for transporting ammonia. ((Yeu-meast: 

*)) You must construct and test containers, with a design 
pressure exceeding 15 psig, according to the Unfired Pressure 
Vessel Code. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-30035 Systems mounted on farm 
equipment for ammonia application. ((Yeu-must 

*)) You must construct and test containers according to 
the Unfired Pressure Vessel Code. 

Nonrefrigerated containers. 


You must meet the 


requirements ... in this section: 


DOT containers WAC 296-826-30040 


Installation WAC 296-826-30045 
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You must meet the 
Reinstallation 


in this section: 
WAC 296-826-30050 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-30040 DOT containers. ((Yeu-must: 
«)) You must make sure containers meet DOT specifica- 
tions. 


((NONREFRIGERATED- CONFAENERS)) 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-30045 Installation. (-Yeuameust: 

*)) (1) You must provide a minimum distance of five feet 
between aboveground and underground containers that have 
more than a twelve hundred gallon capacity each. 

((*)) (2) You must protect containers from floating away, 
in areas with a potential for high flood waters, by providing 
either: 

((-)) (a) Secure anchorage; ((OR 

-)) or 

(b) Adequate pier height. 

((*)) G) You must follow Table 2 for aboveground, non- 
refrigerated containers. 


Table 2 
Aboveground Nonrefrigerated Container Requirements 


If you have: Then: 
((Abevegreundeen- 
tainers 
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If you have: Then: If you have: Then: 
-  Extendbelowthe established Floating type founda- | Make sure they are designed to 
frosttine tions on containers adequately support the tank, con- 
- Areefsuffecient-width and installed aboveground | tents, and pumping equipment. 
thickness+te-supportthe total A horizontal, abo- Mount the container on a founda- 
weightefthe-containers-and veground container tion that permits expansion and 
contents- contraction. 
Floatingtype founda- | Make-suretheyaredesienedte- Prevent the weight of excessive 
tens-on-containers- adequately supportthetank_cen- loads from resting on the support- 
installed abevesround | tentsand- pumping equipment ing portion of the shell. 
A-herizentat abe- Mountthe-contaiteron-afounda- Provide saddle bearing that 
vesround container tron that permis-expansion and extends over at least 1/3 the cir- 
contraction. cumference of the shell. 
Preventthesweisht of excessive- Prevent corrosion on the portions 
ine-poertion of the shell the foundations or saddles. 
Provide saddie bearing that ((Yowmmust: 
extends overatleastone-thirdHthe *)) (4) You must follow Table 3 for underground, nonre- 
eireumference-of the shelL frigerated containers. 
j ; f f Table 3 
) Underground Nonrefrigerated Container Requirements 
the foundations-or saddles. 
Aboveground contain- | Provide one of the following: If yòu have: Then: - 
ers ((Hndergroundeon- Setthe-containers-onfirmfounda- 
1. Substantial reinforced con- RUBOIY tions-orearth , i 
crete footings and founda- -  Surroundeontainers-with- 
tions: or seft earth or sand-welL 
2. Structural steel supports tamped into place. : 
mounted on reinforced con- Make sure the top ofthe container 
crete foundations. is-atteast one foot below the sur 
Make sure the reinforced concrete face-of the ground. Ea 
foundation meets all of the fol- = H ground conditions make- S ) 
1. Extends below the estab- ; pays 
lished frost line, a a 
2. Is of sufficient width and i ae y 
thickness to support the total i 
weight of the containers and ; makele ence 
nections-are-attached. 
contents. 
3. Has the lowest point of the Securely anchor or weight con- 
tank at least 18 inches above 3 yer 
the ground. floating: - - - 
Make sure the footings meet all of p: : sn 
the following: sapi ; 
placedundercround thatis both of 
1. Extend below the established the following: 
frost line. } } 
- 4 = ; — 
2. Are of sufficient width and having E Aiden 
thickness to support the total ? 
weight of the containers and ae 
contents. 
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If you have: 


ing-)) 
Underground contain- | 1. Set the containers on firm 
ers foundations or earth. 


2. Surround containers with 
soft earth or sand well 
tamped into place. 


3. Make sure the top of the con- 
tainer is at least 1 foot below 
the surface of the ground. 


4. Ifground conditions make 
this impractical, use precau- 
tions to prevent physical 
damage to the container. 


Exemption: It is not necessary to 
cover the portion of the container 
where a manhole and other con- 
nections are attached. 


5. Securely anchor or weight 
containers when necessary to 
prevent floating. 

6. Have a protective corrosion- 
resistant coating, applied 
before it is placed under- 
ground, that is both of the 
following: 

a. Satisfactory to the authority 
having jurisdiction; and 


b. Equal to either hot dip galva- 
nizing or 2 preliminary coat- 
ings of red lead followed by 
a heavy coating of coal tar or 
asphalt. 

7. Lower containers onto firm 
foundations without damag- 
ing the protective corrosion- 


resistant coating. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-30050 Reinstallation. ((Yeu-must: 

*)) (1) You must prohibit the reinstallation of nonrefrig- 
erated, previously installed underground, containers unless 
they meet both of the following: 
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((-)) (a) Pass a hydrostatic pressure retest using the orig- 
inal pressure specified by the Unfired Pressure Vessel Code 
under which the tank was constructed; ((ANB 

-)) and 

(b) Show no evidence of serious corrosion. 

((*)) (2) You must maintain a corrosion resistant coating 
on reinstalled underground containers. 


REFRIGERATED ((SFORAGE)) TANKS 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-30055 Installation. ((Yeu-mrust: 
*) 


You must meet the 
Installation 


in this section: 
WAC 296-826-30055 
WAC 296-826-30060 


Reinstallation 


(1) You must support tanks on noncombustible founda- 
tions designed for the type of tank. 

((*)) (2) You must provide protection against flotation or 
other water damage, where high floodwater might occur. 

((*)) (3) You must prevent the effects of freezing and 
consequent frost heaving, in tanks used for product storage at 
less than 32°F, by providing either support or heat supply. 

((*)) (4) You must prevent accidental discharge of liq- 
uids from spreading into uncontrolled areas by providing, to 
the area surrounding a refrigerated tank or group of tanks, 
one of the following: 

((-)) (a) A drainage system provided with at least a one 
percent slope that terminates in an impounding basin with a 
capacity as large as the largest tank served; ((OR 

-)) or 

(b) A diked enclosure with a capacity as large as the larg- 
est tank served. 

((*)) (5) You must meet, when using a diked enclosure or 
an impounding basin in a drainage system, the following 
requirements: 

((-)) (a) Make the wall ((#s-made)) of earth, steel, or con- 
crete. If made of earth, meet both of the following: 

((m)) (i) The top is flat and at least two feet wide; ((ANB 

=)) and 

(ii) There is a stable slope consistent with the angle of the 
earth used. 

((-)) (b) Design the wall to be both: 

((#)) G) Liquid tight; (AND 

=)) and 

(ii) Able to withstand the hydrostatic pressure and the 
temperature. 

((*)) (6) You must provide for drainage of rain water, that 
does not permit the release of ammonia, from diked or 
impounding areas. 

Note: ((*)) 1. It is recommended that the ground in an impounding 
basin or within a diked enclosure be graded so that small spills 
or the early part of a large spill will accumulate at one side or 
corner contacting both: 

((-)) a. A relatively small area of ground; ((4NB)) and 
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((-)) b. Exposing a relatively small surface area for heat gain. 
((*)) 2. Shallow channels in the ground surface or low curbs of 
earth can help guide the liquid to these low areas without con- 
tacting a large ground area. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-30060 Reinstallation. ((4eu-must: 

*)) You must make sure moved and reinstalled contain- 
ers of a size to require field fabrication are reconstructed and 
reinspected to((z 

-)) meet the original Unfired Pressure Vessel Code under 
which the tank was manufactured and do the following 
according to the same code: 

((#)) (1) A pressure retest; 

((m)) (2) Any necessary rerating. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-400 Equipment and systems. 

Your responsibility: 

To make sure all equipment and systems are operated 
and maintained safely. 

((Eleetrieat 

WAC 296-826-40005 

H ificati 

WAC-296-826-4000 
Piping tubing, and fittings 


WAC-296-826-40H5 


WAC-296-826-40020 


WAC-296-826-40025 

Refi ; 
Refrigerated storage compressors 
WAC 296-826-40030 


Refrigeration toad 
WAC 296-826-40035 


Separators-for- refrigerated storage 


WAC 296-826-40055)) 


You must meet the 


requirements ... in this section: 


Electrical WAC 296-826-40005 


WAC 296-826-40010 


Hose specifications 
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*)) (1) You must use electrical equipment and wiring on 
ammonia installations that is either of the following: 

((-)) (a) General purpose; ((@R 

~)) or 

(b) Weather resistant. 


((*)) (2) You must follow the electrical requirements 
found in another chapter, chapter 296-24 WAC, Part L for 
Class 1, Group D locations when the concentrations of 
ammonia in air are in excess of 16% by volume. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-40010 Hose specifications. ((¥eu 
mast: 

*)) (1) You must make sure hose used in ammonia ser- 
vice and subject to container pressure meets both of the fol- 
lowing: 

((-)) (a) The Joint Rubber Manufacturers Association, 
RMA-IP-14, Specifications for Anhydrous Ammonia Hose 
7th Edition 2003; ((ANB 

-)) and 


(b) The Fertilizer Institute's ((“))Hose Specifications for 
Anhydrous Ammonia. ((“)) 


((*)) (2) You must make sure hose assemblies are able to 
withstand a 500 psig pressure test. 


((*)) (3) You must follow Table 4 for hose specifications. 


Table 4 
Hose Specifications 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-40005 Electrical. ((Yeumust: 


If you have: Then: 
(Œ b Ria TA 
tainer pressure -  Workingpressureof350-psig 
AND 
-  Burstpressure-of1750-psie 
Hese-andthet-eonnec- | Desten themforthemaximun 
tions low-side-workingpressure-wher 
-  Fhepressurereducine-vatves- 
ley lischarei 
atmeospherie-_pressure: 
OR 
-  Fhetow-pressuresideof 
flew-centrek 
Pesign construct and instal se- 
there is neteakagewhen-con- 
nected. 
Lieuid for] Equip witl T F 
liquid-zpern-comple- Prevent excessive hydrostatic 
tions 
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If you have: Then: 

H a id Mal hel f kedand 
i halfinch. | leaibl Sve footi 1s-)) 
andHarger 


Hose subject to con- 


Design it with a minimum work- 


tainer pressure 


ing pressure of 350 psig; and 


Burst pressure of 1750 psig. 


Hose and their connec- 


Design them for the maximum 


tions 


low side working pressure when 

located on either: 

1. The pressure reducing valves 
on devices discharging to 
atmospheric pressure; or 


2. The low pressure side of 
flow control. 


Design, construct, and install so 
there is no leakage when con- 
nected. 


Liquid transfer hose 


Equip with an approved shut off 


that is not drained of 


valve at the discharge end. 


liquid upon comple- 
tion of transfer opera- 


Prevent excessive hydrostatic 
pressure in the hose. 


tions 


Make sure the hose is marked and 
legible at 5-foot intervals. 


Hose with an outside 
diameter one-halfinch 


and larger 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-40015 General requirements for all 
systems. ((¥owmust: 
*)) 


You must meet the 
requirements ... 
General requirements for all 

systems 
Nonrefrigerated systems 


in this section: 
WAC 296-826-40015 


WAC 296-826-40020 
WAC 296-826-40025 


Systems mounted on trucks, 
semi-trailers, and trailers 


(1) You must prohibit the use of cast iron fittings. 

((-)) The use of malleable or nodular iron such as Speci- 
fication ASTM A47 or ASTM A395 is permitted. 

((*)) (2) You must make sure all metal flexible connec- 
tions for permanent installations have a minimum working 
pressure of 250 psig. 

((*)) (3) You must make sure all pipes, tubes, and fittings 
used for ammonia service meet all of the following: 

((-)) (a) Made of material with a design pressure at least 
equal to the maximum service pressure. 

((-)) (b) Well supported and have provisions for all of the 
following: 


Permanent 


((m)) (i) Expansion; 
((m)) Gi) Contraction; 
((m)) (iii) Vibration; 
((m)) (iv) Jarring; 
((m)) (v) Settling. 


((*)) (4) You must protect all exposed pipes from damage 
resulting from undue strain including: 


((-)) (a) Moving machinery; 

((-)) (b) The presence of vehicles. 

((*)) (5) You must use ammonia resistant joint com- 
pounds. 

((*)) (6) You must make sure, after assembly, that all pip- 
ing and tubing are leak free at a pressure not less than the nor- 
mal operating pressure of the system. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-40020 Nonrefrigerated systems. ((Yeu 
mast: 

*)) (1) You must make sure piping on nonrefrigerated 
systems is: 

((-)) (a) ASTM A-53-2004 Electrical Resistance Welded 
and Electric Flash Welded Pipe or equal. ((Hraddition piping 
needste-be: 

w)) (b) At least schedule 80 when joints are threaded. 

((m)) (c) At least schedule 40 when joints are either 
welded or welded and flanged. 

((*)) (2) You must prohibit the use of piping or tubing 
made of any of the following: 

((-)) (a) Brass; 

(©) (b) Copper: 

((-)) (c) Galvanized steel. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-40025 Systems mounted on trucks, 
semi-trailers, and trailers. ((Yeu-must: 

«)) You must make sure all piping, tubing, and fittings 
are: 

((-)) (L) Securely mounted; 

((-)) (2) Protected against physical damage. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-40030 Refrigerated storage compres- 
sors. ((¥Yowmust: 
*)) 


You must meet the 
requirements ... 
Refrigerated storage com- 
pressors 


in this section: 
WAC 296-826-40030 


Refrigeration load WAC 296-826-40035 


WAC 296-826-40040 


Separators for refrigerated 


storage 
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You must meet the 
requirements ... 
Automatic control equip- 
ment for refrigerated storage 


in this section: 
WAC 296-826-40045 


Other refrigerated storage WAC 296-826-40050 


equipment 
Compressors for refriger- 
ated systems 


(1) You must make sure compressors have all of the fol- 
lowing: 

((-)) (a) Their own driving unit; 

((-)) (b) Discharge pressure that is governed by the con- 
densing conditions; 

((-)) (c) Suitable compressor operation controls based on 
the load pressure in the container; 

((-)) (d) At least two compressors either of which is of 
sufficient size to handle the intended loads; 

((-)) (e) Standby equipment equal to the largest normally 
operating piece of equipment installed when more than two 
compressors are provided; 

((-)) ®© Automatic controls installed to prohibit the oper- 
ation of alternate compressors unless the controls will func- 
tion with alternate compressors. 

((*)) (2) You must make sure compressors are sized to 
operate with a suction pressure that is both of the following: 

((-)) (a) At least ten percent below the minimum setting 
of the safety relief valves on the storage tank; 

((-)) (b) Able to withstand one hundred twenty percent of 
the design pressure of the tank. 

((*)) (3) You must install an oil separator of suitable size 
in the compressor discharge line that is both: 

((-)) (a) Designed for at least 250 psig; (ANB 

-)) and 

(b) Equipped with a drain valve and gauging device. 


WAC 296-826-40055 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-40035 Refrigeration load. ((¥eu 
mast: 

*)) (1) You must make sure the total refrigeration load 
includes the loads imposed by all of the following: 

((-)) (a) Heat flow into the container caused by the tem- 
perature difference between both: 

((#)) (i) The ambient temperature; ((AND 

=)) and 

(ii) The design storage temperature. 

((-)) (b) Heat flow into the tank caused by maximum sun 
radiation. 

((-)) (c) Filling the tank with ammonia warmer than the 
design storage temperature. 

((*)) (2) You must provide emergency power capable of 
handling loads imposed by both of the following: 

((-)) (a) The temperature difference between the ambient 
temperature and the design storage temperature; ((ANB 

-)) and 

(b) Sun radiation. 
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Note: Emergency power is not necessary for facilities able to effec- 
tively vent vapors when the refrigeration system is not operat- 
ing. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-40040 Separators for refrigerated 
storage. ((¥Yowmust: 

«)) You must install an entrainment separator, of suitable 
size and design pressure, in the compressor suction line that 
is equipped with both of the following: 

((-)) (1) A drain valve; ((ANB 

-)) and 

(2) A gauging device. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-40045 Automatic control equipment 
for refrigerated storage. ((Yeumust: 

*)) (1) You must install an emergency alarm to detect 
minimum and maximum allowable operating pressure 
changes. 

((*)) (2) You must install an emergency alarm and shut 
off in the condenser system to detect excess discharge pres- 
sure caused by the failure of the cooling medium. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-40050 Other refrigerated storage 
equipment. ((Yeu-must: 

*)) (1) You must discharge ammonia to storage by using 
either: 

((-)) (a) A receiver with an automatic float valve; ((OR 

-)) or 

(b) A high pressure liquid drain trap of suitable capacity. 

((*)) (2) You must make sure receivers are: 

((-)) (a) Designed for at least 250 psig; (ANB 

-)) and 

(b) Equipped with all of the following: 

((@)) (i) Necessary connections; 

((m)) Gi) Safety relief valves; 

((m)) Gii) Gauging devices. 

((*)) (3) You must cover insulated containers and pipe- 
lines with material that meets all of the following: 

((-)) (a) Thick enough for the temperatures it will be 
exposed to; 


(©) (b) Supported; 
((-)) (c) Weather and fire resistant. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-40055 Compressors for refrigerated 
systems. ((“¥eu-mrust: 

*)) (1) You must make sure condensers are designed: 

((-)) (a) For at least 250 psig; ((AND 

-)) and 
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(b) To manually or automatically purge noncondensi- 


bles. 
Note: ((*)) Condensers may be cooled by any of the following: 
(©) L Air; 

(©) 2. Water; 

((-)) 3. Air and water. 


((Xowmust: 

*)) (2) You must make sure compressors used for refrig- 
erating ammonia meet all of the following: 

((-)) (a) Are connected to plant piping with shut off 
valves located as close as practical to compressor connec- 
tions. 

((-)) (b) Have a safety relief valve that is both: 

((#)) (i) Large enough to discharge the full capacity of 
the compressor; (ANB 

=)) and 

(ii) Connected to the discharge and placed before any 
shut off valve. 

((-)) (c) Have an oil separator on the discharge side, 
where necessary to prevent contamination. 

((-)) (d) Have a drainable liquid trap or other adequate 
method on the compressor suction to minimize the entry of 
liquids into the compressor. 

((-)) (e) Pressure gauges on the suction and discharge 
ends graduated to at least one and one-half times the maxi- 
mum pressure that can develop. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-500 Appurtenances. 

Your responsibility: 

To follow the requirements in this section when using 
appurtenances. 


((Appurtenance requirements_for all systems 
WAC 296-826-50005. 


N 4 PAN : 
WAC 296-826-5010 


Refrigeratedtanks 
WAC 296-826-50015 


2 


WAC 296-826-50020 

Systemsmounted on farm trucks or trailers for transper- 
i k : 

WAC 296-826-50025 

o ; . 

ie stems mounted farm—equipmentforammonia 

WAC-296-826-50030 

Portable DOF containers 

WAC 296-826-50035)) 


You must meet the 
requirements ... 
Appurtenance requirements 

for all systems 
Nonrefrigerated stationary 
containers 


Refrigerated tanks 


in this section: 
WAC 296-826-50005 


WAC 296-826-50010 


WAC 296-826-50015 
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You must meet the 
requirements ... 
Systems mounted on trucks, 

semi-trailers and trailers 


in this section: 
WAC 296-826-50020 


Systems mounted on farm | WAC 296-826-50025 
trucks or trailers for trans- 


portation of ammonia 


Systems mounted on farm | WAC 296-826-50030 
equipment for ammonia 
application 


Portable DOT containers 


WAC 296-826-50035 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-50005 Appurtenance requirements 
for all systems. ((Definitien: 


Appurtenance-means—all_devices_such_as_pumps,com- 
ee er 


Youanust: 

*)) (1) You must make sure each appurtenance installed 
before February 8, 1973, is determined to be safe by meeting 
one of the following: 

((-)) (a) Approved, tested, and installed by either: 

((#)) i) The American National Standard for the Storage 
and Handling of Anhydrous Ammonia (in effect at the time 
of installation); 

((m)) Gi) The Fertilizer Institute Standards for the Stor- 
age and Handling of Agricultural Anhydrous Ammonia (in 
effect at the time of installation), 

((-)) (b) Accepted, certified, listed, or labeled, by a 
nationally recognized testing laboratory. 

((-)) (c) Inspected or tested by a federal, state, municipal, 
or local authority responsible for enforcing occupational 
safety provisions, when no nationally recognized laboratory 
will provide approval. 

((-)) (d) Tested and approved by a registered professional 
engineer or other qualified person if the system is a custom- 
designed or custom-built unit and no other recognized entity 
will provide approval. 

((-)) (2) You must keep a document on file signed by the 
qualified person that indicates the unit is safe. Include the test 
bases, test data and results and the qualifications of the qual- 
ified person. 

((Xowmmuast: 

*)) (3) You must make sure container appurtenances are 
both of the following: 

((-)) (a) Designed for at least the working pressure for the 
portion of the system where installed; (AND 

-)) and 

(b) Fabricated from materials suitable for anhydrous 
ammonia service. 

((*)) (4) You must make sure fixed liquid level gauges, 
except on refrigerated storage: 

((-)) (a) Are designed so the maximum volume of the 
container filled by liquid does not exceed eighty-five percent 
of its water capacity; ((AND 
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-)) and 

(b) Have a coupling into which it is threaded that is 
placed at the eighty-five percent level of the container. 

((#)) If located elsewhere, install the dip tube of this 
gauge so it can not be easily removed. 

((*)) (5) You must equip each container, except those 
filled by weight, with an approved liquid level gauging 
device that does all of the following: 

((-)) (a) Has a design pressure equal to or greater than the 
design pressure of the container; 

((—Ate)) (b) Is arranged so the maximum liquid fill level 
of containers can be readily determined. 

((*)) (6) You must follow additional requirements found 
in Table 5, Appurtenance Requirements for all Systems. 


Table 5 
Appurtenance Requirements for all Systems 


If you have: Then make sure they: 


((Safetyrehefdevices 


Safety relief valves 
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If you have: 


Then make sure they: 


Excessflowandbaekpres- 
surecheek valves where- 
required 


Pe ere: ee 


826-50030-)) 


Safety relief devices 


Do not have discharge ter- 


mination in or beneath any 
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If you have: Then make sure they: If you have: Then make sure they: 
Safety relief valves Have a flow capacity that is Liquid level gauging Are either: 

not restricted by any con- devices that: 

nection to it on either the Require bleeding of the 1. Designed so that the 


upstream or downstream 
side. 


product into the atmosphere maximum opening of 


the bleed valve is not 


Connections to containers 


Have shut off valves located 


as close to the container as 
possible. 

Exemption: Safety relief 
devices, gauging devices or 
devices fitted with a No. 54 
drill size hole are not 
required to have shut off 
valves located as close to 
the container as possible. 


Connections and the line, 


Have a greater rated flow 


including valves and fittings 


than the excess flow valves 


that protects them. 


Excess flow valves, where 


Meet all of the following: 


required 


1. Are designed with a 
bypass no larger than a 
No. 60 drill size open- 
ing to allow equaliza- 
tion of pressures. 

2. Close automatically at 
the rated flow of vapor 


such as the rotary tube, fixed 

tube, and slip tube devices larger than No. 54 drill 
size; or 

2. Provided with an 
excess flow valve. 


1. If openings from the 
containers or through 
fittings are attached 
directly onto the con- 
tainer where pressure 
gauge connections are 
made, then there is no 
need for excess flow 
valves as long as the 
openings are not larger 
than a No. 54 drill size. 


2. This requirement does 
not apply to farm vehi- 
cles used for the appli- 
cation of ammonia as 
covered by WAC 296- 
826-50030. 


or liquid specified by 
the manufacturer. 


3. Maintain legible mark- 
ings. 


Excess flow valves provided 


Are designed to close if the 


with shut off valves 


shut off valve breaks during 
installation. 


Excess flow and back pres- 


Are located either: 


sure check valves, where 
required 


Inside the container; or 


2. Outside the container 
as long as the excess 
flow valve is: 


a. As close as possible to 
the entrance of the 
line; and 

b. Installed without 
excessive stress that 
could result in break- 
age between the con- 
tainer and the valve. 
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((Yommust: 

*)) (7) You must follow Table 6, Safety Valve Start to 
Discharge Rate, and Table 7, Safety Relief Valve Rate of 
Discharge, for the following systems: 

((-)) (a) Nonrefrigerated stationary containers; 

((-)) (b) Mounted on trucks, semi-trailers, and trailers 
used for the transportation of ammonia; 

((-)) (c) Mounted on farm wagons for the transportation 
of ammonia; 

((-)) (d) Mounted on farm equipment for the application 
of ammonia. 
((Exemption:)) 
EXEMPTION: 


The rate of discharge of spring-loaded safety relief 
valves installed on underground containers may be 
reduced to thirty percent of the rate of discharge speci- 
fied in Table 6, Safety Relief Valve Rate of Discharge so 
long as the container is not uncovered after installation 
until the liquid ammonia has been removed. 


Table 6 
Safety Valve Start to Discharge Rate 


Containers Minimum Maximum* 
ASME U-68, U-69 110% 125% 
ASME U-200, U-201 95% 100% 
ASME 1952, 1956, 1959, 95% 100% 
1962, 1965, 1968, or 1971 
API-ASME 95% 100% 
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Containers Minimum Maximum* Note: A relief valve manufacturer's tolerance of plus ten percent is 
U.S. Coast Guard (As required by U.S.C.G. reg- permitted: 
ulations) Instructions are found below the table 
DOT (As required by DOT regula- 
tions) 
Table 7 
Safety Relief Valve Rate of Discharge 
Surface Area Flow Rate Surface Flow Rate | Surface Area | Flow Rate | Surface Area | Flow Rate 
sq. ft. CFM Air Area sq. ft. CFM Air sq. ft. CFM Air sq. ft. CFM Air 
20 258 145 1,310 340 2,640 1,350 8,160 
25 310 150 1,350 350 2,700 1,400 8,410 
30 360 155 1,390 360 2,760 1,450 8,650 
35 408 160 1,420 370 2,830 1,500 8,900 
40 455 165 1,460 380 2,890 1,550 9,140 
45 501 170 1,500 390 2,950 1,600 9,380 
50 547 175 1,530 400 3,010 1,650 9,620 
55 310 180 1,570 450 3,320 1,700 9,860 
60 360 185 1,600 500 3,620 1,750 10,090 
65 408 190 1,640 550 3,910 1,800 10,330 
70 455 195 1,670 600 4,200 1,850 10,560 
75 762 200 1,710 650 4,480 1,900 10,800 
80 804 210 1,780 700 4,760 1,950 11,030 
85 845 220 1,850 750 5,040 2,000 11,260 
90 885 230 1,920 800 5,300 2,050 11,490 
95 925 240 1,980 850 5,590 2,100 11,720 
100 965 250 2,050 900 5,850 2,150 11,950 
105 1,010 260 2,120 950 6,120 2,200 12,180 
110 1,050 270 2,180 1,000 6,380 2,250 12,400 
115 1,090 280 2,250 1,050 6,640 2,300 12,630 
120 1,120 290 2,320 1,100 6,900 2,350 12,850 
125 1,160 300 2,380 1,150 7,160 2,400 13,080 
130 1,200 310 2,450 1,200 7,410 2,450 13,300 
135 1,240 320 2,510 1,250 7,660 2,500 13,520 
140 1,280 330 2,570 1,300 7,910 


Table instructions: 

((*)) 1. The surface area = the total outside surface area of the container in square feet. 

((-)) 2. When the surface area is not stamped on the name plate or the marking is not legible, calculate the area by using the 
Table 8, Surface Area. 


Table 8 If you have: Then calculate as follows: 

Surface Area Cylindrical con- Area = (overall length in feet plus 
If you have: Then calculate as follows: tainer with other 0.3 outside diameter in feet) times 
Cunan P EEEE EE A than hemispherical | outside diameter in feet times 

d . ; : : heads 3.1416 
tainer with hemi- the outside diameter in feet times - - 
spherical heads 3.1416 Spherical container | Area = outside diameter in feet 
squared times 3.1416 


[87] Permanent 


WSR 15-23-086 


((*)) Flow rate((—)): CFM air = cubic feet per minute of 
air required at standard conditions, 60°F and atmospheric 
pressure (14.7 psia). 

((-)) 1. The rate of discharge may be altered for interme- 
diate values of surface area. 

((-)) 2. For containers with total outside surface area 
greater than 2,500 sq. ft., the required flow rate can be calcu- 
lated using the formula, flow rate CFM air = 22.11 A0.82 
where A = outside surface area of the container in square feet. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-50010 Nonrefrigerated stationary 
containers. 

((EHPORFANT:)) Important: 

In addition to this section, you need to follow the Appur- 
tenances requirements for all systems, WAC 296-826-50005. 

((Seumust: 

*)) (1) You must make sure all containers are equipped 
with all of the following: 

((-)) (a) An approved vapor return valve; 

((-)) (b) A fixed maximum liquid level gauge; 

((-)) (c) A pressure gauge that is both: 

((#)) (i) Graduated from zero to 400 psig; ((ANBD 

=)) and 

(ii) Designed for use in ammonia service. 

((*)) (2) You must provide one or more spring-loaded 
safety relief valves, or an equivalent type, on all containers. 

((*)) G) You must make sure safety relief valves do all of 
the following: 

((-)) (a) Discharge in the following ways: 

((#)) G) Away from the container in an upward, unob- 
structed manner into the atmosphere; 

((m)) Gi) Not in or beneath a building. 

((-)) (b) Have raincaps that allow free discharge of the 
vapor and prevent the entrance of water; 

((-)) (c) Have a method for draining accumulated con- 
densation; 

((-)) (d) Have a start to discharge, related to the design 
pressure of the container, according to Table 6, Safety Valve 
Start to Discharge Rate; 

((-)) (e) Are arranged to minimize the possibility of tam- 
pering; 

((-)) (f) Are provided, when the pressure setting adjust- 
ment is external, with a means of sealing the adjustment; 

((-)) (g) Have direct communication with the vapor space 
of the container. 


Note: ((*)) Vent pipes from 2 or more safety relief devices located on 
the same unit, or similar lines from 2 or more different units, 
may be run into a common header if((= 
-)) the cross-sectional area of the header is at least equal to the 
sum of the cross sectional areas of the individual vent pipes. 


((‘¥Yousmust: 

*)) (4) You must protect container appurtenances against 
physical damage and during transit of containers intended for 
underground installation. 


((*)) (5) You must make sure shut off valves are not 
installed between the safety relief valve and the container or 
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system. A shut off valve may be used if arranged so that the 
required capacity flow is maintained. 


((Exemption:)) 
EXEMPTION: 


((*)) You are exempt from the requirement not to install 
the shut off valve between the safety relief valve and the 
container or systems in the following situations: 

((-)) 1. A three-way valve installed under two safety 
relief valves, each with: 

((m)) a. The required rate of discharge; ((48B)) and 
((æ)) b. Installed to allow either of the safety relief valves 
to be closed off but not at the same time. 

((-)) 2. Two separate relief valves are installed with indi- 
vidual shut off valves. 

((m)) 3. The two shut off valve stems must be mechani- 
cally interconnected to allow the full required flow of 
one safety relief valve at all times. 

((-)) 4. When a safety relief valve manifold that allows: 
((#)) a. One valve of two or more to be closed off; 
((AND)) and 

((m)) b. The remaining valve or valves will provide not 
less than the rate of discharge shown on the manifold 
nameplate. 


((Meu-mrust: 
*)) (6) You must make sure vapor and liquid connections 
have either of the following: 


((-)) (a) An approved excess flow valve; ((OR 

-)) or 

(b) An approved quick-closing internal valve that 
remains closed except during operation. 


(Exemption) 
EXEMPTION: 


((*)) The following do not need to be fitted with excess 
flow valves: 

((-)) L. Safety relief valves. 

((-)) 2. Liquid level gauging devices that require both of 
the following: 

((m)) a. Bleeding of the product into the atmosphere; 
((m)) b. Construction so that outward flow will not 
exceed that passed by a No. 54 drill size opening. 

((-)) Those with openings from the containers or through 
fittings that are attached directly onto the container 
where pressure gauge connections are made as long as: 
((#)) The openings are not larger than a No. 54 drill size. 


((Meumust: 

*)) (7) You must follow additional requirements found in 
Table 9, Appurtenances for Nonrefrigerated Stationary Con- 
tainers. 


Table 9 
Appurtenances for Nonrefrigerated Stationary Containers 


If you have: 


((Cohimnartype- 
gauges 


Then make sure they: 
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If you have: Then make sure they: If you have: Then make sure they: 
«= — Extraheavy elassthatis-ade- c. Extra heavy glass that is ade- 
quately protected vith quately protected with a 
metalhousing appled bythe metal housing applied by the 
gauge manufacturer gauge manufacturer. 
Matashutefivalves | Arekept closed andleckedavhen- Main shut off valves | Are kept closed and locked when 
the+nstalationistunattended the installation is unattended. 
Exemption: Valve tecks-are net Exemption: Valve locks are not 
required +f the facility is protected required if the facility is protected 
againsttampering by fencing of against tampering by fencing or 
other suitable means. other suitable means. 
Filne-connections Are-providedawith one ofthe fot- Filling connections Are provided with one of the fol- 
a Cembination backpressure 1. Combination back-pressure 
cheek -valve-and excess flow- check valve and excess flow 
valve valve. 
«= Onedeubleortyosingle 2. One double or two single 
back-pressure- cheek valves back-pressure check valves. 
a  Acpesitrve shutefivalve dt 3. A positive shut off valve in 
conjunction with either an- conjunction with either an 
internal backpressure cheele internal back-pressure check 
valve-oraninternalexcess- valve or an internal excess 
flowvalve flow valve. 
Undergroundinstalla- | Have-venttnesteeated above the Underground installa- | 1. Have vent lines located 
tonswithaprobabi- | hiehawvatertevel tions with a probabil- above the high water level. 
Hy-ofthemanheleor ity of the manhole or 
housing becoming- housing becoming 
flooded flooded 
Havemanholes-orhousings-wiHh 2. Have manboles or housings 
yentHatedouvers-orthei equiva- with ventilated louvers or 
lentwiththe-area-oftheiopen- their equivalent with the area 
ingsequathorexeeeding: of their openings equal or 
- Thecombineddischarge- exceeding the combined dis- 
areas-ofthesafetyrelie£ charge areas of the safety 
walves-and-vent ines whieh- relief valves and vent lines 
discharge their contentinte- which discharge their con- 
the manhole housing tent into the manhole hous- 
Hydrostatic relef Areinstaled betveen each paitef - 
valves valves inthe liquid ammonia-pip- Hydrostatic relief Are installed between each pair of 
i J) valves valves in the liquid ammonia pip- 


Columnar-type gauges 


1. Are restricted to stationary 


storage installations. 


2. Are shielded against the 
direct rays of the sun. 


3. Are equipped with all of the 
following: 

a. Shut offvalves having metal- 
lic hand-wheels; 


b. Excess flow valves; 


ing or hose. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-50015 Refrigerated tanks. 

((MPORFANF:)) Important: 

In addition to this section, you need to follow the Appur- 
tenances requirements for all systems, WAC 296-826-50005. 


((Xommust: 


*)) d) You must protect container appurtenances against 


the following: 


((-)) (a) Physical damage during transit of containers 
intended for underground installation; 
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((-)) (b) Damage from vehicles. 

((*)) (2) You must make sure safety relief devices have a 
total relieving capacity larger than either of the following: 

((-)) (a) A possible refrigeration system upset such as a 
cooling water failure, power failure, instrument air or instru- 
ment failure, mechanical failure of any equipment, excessive 
pumping rates or changing atmospheric pressure; ((OR 

-)) or 

(b) The amount based on using either one of the follow- 
ing fire exposure formulas (see note below for codes): 

((m)) G) Valve manufacturers who use weight of vapors 
to be relieved as the classifying basis, use this formula: 


34,500 F A (0.82) 
L 


W= 


((OR 
æ)) (ii) Valve manufacturers that classify valves based 
on air flows, use this formula: 
633,000 F AO.32 
LC 


Qa = 


((*)) (3) You must make sure safety relief devices meet 
the following additional requirements: 

((-)) (a) Are set to start-to-discharge at a pressure not in 
excess of the design pressure of the tank; 

((-)) (b) Have a total relieving capacity sufficient to pre- 
vent a maximum pressure in a tank of more than one hundred 
twenty percent of the design pressure. 

((*)) (4) You must provide shut off valves for all connec- 
tions including plugs, safety valves, and thermometer wells((: 

-)). 

Locate them as close to the tank as is practical. 


(Exemption) 
EXEMPTION: 


Shut off valves do not need to be provided on connec- 
tions with a No. 54 drill size restriction. 


Note: ((*)) Install, when operating conditions make it advisable, both 
of the following: 

((-)) 1. A check valve on the fill connection; 

((-)) 2. A remotely operated shut off valve on other connections 


located below the maximum liquid level. 
((Yeu-must: 
*)) (5) You must follow requirements found in Table 10, 
Refrigerated Tank Appurtenances. 
Table 10 
Refrigerated Tank Appurtenances 


If you have: Then make sure they: 
((Shuteffvalvestused- | Are-ofadequateflow capacity 
as-ameans-ofteck out | Are arranged to-belocked-or 
by-anauthorized persenswhe-dees- 
- 4 nsd hied 
valłve+s-ełosed 
-  tLeeksorsealsthe valve oper 
henleavine t o 
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If you have: 


Then make sure they: 


Disel r i 
header 


nection)) 


Shut off valves used as 


im 


a means of lock out for 


Are of adequate flow capac- 
ity. 


inspection or repair 


2. Are arranged to be locked or 
sealed open and not closed 
except by an authorized per- 
son who does both of the fol- 
lowing: 

a. Remains there while the 
valve is closed; 


b. Locks or seals the valve open 
when leaving the station. 


Discharge line and 


1. Are designed to accommo- 


header 


date the maximum flow. 


2. Have a back pressure not 
greater than 10% of the 
design pressure of the stor- 


age container. 
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If you have: Then make sure they: 


3. Include the back pressure in 
the 120% of the maximum 
pressure of the design pres- 
sure. 


4. Donot have other containers 
or systems that exhaust into 
the discharge line or header. 


5. Have vent lines installed to 
prevent the accumulation of 
liquid in the lines. 


Note: Multiple safety relief valves 
on the same storage unit may be 
run through a common discharge 
header. 


Vacuum breakers Are provided with atmospheric 


storage. 


Stacks Do both of the following: 


1. Prevent any obstructions by 
rain, snow, ice, or condensa- 
tion; and 


2. Have an outlet size not 
smaller than the size of the 
safety relief valve outlet con- 


nection. 


((Yommust: 

*)) (6) You must make sure appurtenances meet all of the 
requirements found in the following: 

((-)) (a) ANSI CGA C-7 2004; 

((-)) (b) ANSI CGA G2.1 1999; 

((-)) (c) API Standard 620 4th Edition, 2002; 

((-)) (d) ASHRAE 15 2004; 

((-)) (e) ASME 2001, Section VIII, Division 1; 

((-)) © ANSI B95.1 1977. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-50020 Systems mounted on trucks, 
semi-trailers and trailers. 

((H4PORFAN?:)) Important: 

In addition to this section, you need to follow the Appur- 
tenances requirements for all systems, WAC 296-826-50005. 

((Meu-nnust: 

*)) (1) You must make sure each container has all of the 
following: 

((-)) (a) Fixed maximum liquid level gauging devices; 

((-)) (b) Pressure-indicator gauges with a dial graduated 
from zero to 400 psig; 

((-)) (c) Either of the following: 

((#)) G) Equipped for spray-loading, which fills in vapor 
space; ((OR 

=)) or 

(ii) Has an approved vapor return valve of adequate 
capacity. 
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((*)) (2) You must provide one or more spring-loaded 
safety relief valves, or an equivalent type, on all containers, 
that do all of the following: 

((-)) (a) Discharges in the following ways: 

((#)) G) Away from the container in an upward, unob- 
structed manner into the atmosphere; 

((m)) Gi) Not in or beneath a building. 

((-)) (b) Has raincaps that allow free discharge of the 
vapor and prevent the entrance of water; 

((-)) (c) Has a method for draining accumulated conden- 
sation; 

((-)) (d) Has a start to discharge, related to the design 
pressure of the container, according to Table 6, Safety Valve 
Start to Discharge Rate; 

((-)) (e) Are arranged to minimize the possibility of tam- 
pering; 

((-)) £ Provided, when the pressure setting adjustment 
is external, with a means of sealing the adjustment; 

((-)) (g) Has direct communication with the vapor space 
of the container. 

((*)) G) You must make sure shut off valves are not 
installed between the safety relief valve and the container or 
system. A shut off valve may be used if arranged so that the 
required capacity flow is maintained. 


(Exemption) 
EXEMPTION: 


((*)) You are exempt from the requirement not to install 
the shut off valve between the safety relief valve and the 
container or systems in the following situations: 

((-)) 1. A three-way valve installed under two safety 
relief valves, each with: 

((m)) a. The required rate of discharge; ((ANB)) and 
((m)) b. Installed to allow either of the safety relief valves 
to be closed off but not at the same time. 

((-)) 2. Two separate relief valves are installed with indi- 
vidual shut off valves. 

((#)) 3. The two shut off valve stems must be mechani- 
cally interconnected to allow the full required flow of 
one safety relief valve at all times. 

((-)) 4. When a safety relief valve manifold that allows: 
((m)) a. One valve of two or more to be closed off 
(ANB); and 

((#)) b. The remaining valve or valves will provide not 
less than the rate of discharge shown on the manifold 
nameplate. 


((*)) (4) You must follow additional requirements found 
in Table 11, Appurtenances for Systems Mounted on Trucks, 
Semi-Trailers and Trailers. 


Table 11 


Appurtenances for Systems Mounted on Trucks, Semi-Trail- 
ers and Trailers 


If you have: 
((AH container-con- 
nections 


Then make sure they: 
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If you have: Then make sure they: If you have: Then make sure they: 
Nete: tthe contrelnechanismis- Nete: Protect nenrecessed-con- 
dedit] i | iner fitti i 
remote-fromthe deliveryconnec- with-aaweather-coverasneeded- 
ion wsib] . i ; i eval 
ing point 208°F te 220°F) is- safety relief devices 
required te-permitthe internal Cohumnartype-gauges | Are-restricted-te-stationary stor 
sone Filli a 
pse A A ae rays-of 2 Sunt 
) i Are-equipped with alt of the fob 
teveland pressure gauge connec joine: 
excess-flowvalyes-andquek- z Shut off valves having metal 
closing internal valves. Hehand-wheels 
=a ; : ee i =. “Beeges tau alye 
8 f : ý _ , 
g ine vs i 
. f 8 i | ; PFO lied-by- 
cheek-valves gaugemanufacturer 
a  Exeessflewcheel-valyes Hydrostatie relief Areinstalled between each pair of 
*  Quickclesinginternalyvalves . hese) 
t i ; f All container connec- | Are provided with either of the 
~  Anautomatic-valveis net tions following: 
ù ae i 1. Automatic excess flow 
-  Fheflinganddiseharge- valvesor 
ee : 2. Quick-closing internal 
ingimthe-containershelk : 
valves that remain closed 
RR except during delivery oper- 
-  Fheepemngisfittedwithe ations. 
quick-elesing internal -valve Note: If the control mechanism is 
Nenrecessedcontainer | Are-protected_against physical provided with a secondary control 
fittines-andappurte- | damage by one ofthe folowing remote from the delivery connec- 
nanees methods: tion, then a fusible section (melt- 
«  A-pretected location ing point 208°F to 220°F) is 
m hicle-f | required to permit the internal 
ge ; valve to close automatically in 
a  Aproteetive-housingthat case of fire. 
l l Exemption: Filling connections, 
-  tsfabrieated from material safety relief devices, and liquid 
thatis compatible with the- level and pressure gauge connec- 
containers design and con- tions are exempt from automatic 
struction requirements excess flow valves and quick- 
- Destenedtowithstand static closing internal valves. 
loadings in-any direction Filling connections Prevent back-flow in the event the 
equalte tice the weight or filling connection breaks with at 
the container-andattach- least one of the following: 
oe 1. Automatic back pressure 
safety factor efnetless than 
j check valves: 
4,based-on the attimate- 
strength of the materialised 2. Excess flow check valves; 
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If you have: Then make sure they: If you have: Then make sure they: 
3. Quick closing internal Hydrostatic relief Are installed between each pair of 
valves. valves valves in the liquid ammonia pip- 
Exemption: An automatic valve ing or hose. 
is not required if: 
connect to a common open- filed 5/2/06, effective 9/1/06) 
ing in the container shell; and WAC 296-826-50025 Systems mounted on farm 
2. The opening is fitted with a trucks or trailers for transportation of ammonia. 
quick-closing internal valve. ((H4PORFAN#:)) Important: 
Nonrecessed container | Are protected against physical ((*)) This section applies to containers of three thousand 


fittings and appurte- 


damage by one of the following 


nances 


methods: 


1. A protected location; 


2. The vehicle frame or 
bumper. 

A protective housing that meets 

the following: 

1. Is fabricated from material 
that is compatible with the 
containers design and con- 
struction requirements; 


2. Designed to withstand static 
loadings in any direction 
equal to twice the weight of 
the container and attach- 
ments when filled using a 
safety factor of not less than 
4, based on the ultimate 
strength of the material used. 


Note: Protect nonrecessed con- 
tainer fittings and appurtenances 
with a weather cover as needed 
for proper operation of valves and 
safety relief devices. 


Columnar-type gauges 


1. Are restricted to stationary 


storage installations. 


2. Are shielded against the 
direct rays of the sun. 


3. Are equipped with all of the 
following: 

a. Shut offvalves having metal- 
lic hand-wheels; 


b. Excess flow valves; 


c. Extra heavy glass that is ade- 
quately protected with a 
metal housing applied by the 
gauge manufacturer. 


gallons capacity or less and pertinent equipment mounted on 
farm trucks or trailers used for the transportation of ammonia. 

((+)) In addition to this section, you need to follow the 
Appurtenances requirements for all systems, WAC 296-826- 
50005. 

((Yeusmust: 

*)) (1) You must make sure all containers are equipped 
with a fixed maximum liquid level gauge. 

((*)) (2) You must make sure vapor and liquid connec- 
tions have either of the following: 

((-)) (a) An approved excess flow valve; ((OR 

-)) or 

(b) An approved quick-closing internal valve that 
remains closed except during operation. 
((Exemption:)) 
EXEMPTION: 


((*)) The following do not need to be fitted with excess 
flow valves: 

((-)) 1. Safety relief valves; 

((-)) 2. Those with openings from the containers or 
through fittings that are attached directly onto the con- 
tainer where pressure gauge connections are made as 
long as the openings are not larger than a No. 54 drill 
size. 


((*)) G) You must provide one or more spring-loaded 
safety relief valves, or an equivalent type, on all containers, 


that do all of the following: 
(©) (a) Discharges ((in the following-ways: 


#)) away from the container in an upward, unobstructed 
manner into the atmosphere; 

((-)) (b) Has raincaps that allow free discharge of the 
vapor and prevent the entrance of water; 

((-)) (c) Has a method for draining accumulated conden- 
sation; 

((-)) (d) Has a start to discharge, related to the design 
pressure of the container, according to Table 6, Safety Valve 
Start to Discharge Rate; 

((-)) (e) Are arranged to minimize the possibility of tam- 
pering; 

((-)) £ Provided, when the pressure setting adjustment 
is external, with a means of sealing the adjustment; 

((-)) (g) Has direct communication with the vapor space 
of the container. 

((*)) (4) You must make sure shut off valves are not 
installed between the safety relief valve and the container or 
system. A shut off valve may be used if arranged so that the 
required capacity flow is maintained. 
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(Exemption) 
EXEMPTION: 


((*)) You are exempt from the requirement not to install 
the shut off valve between the safety relief valve and the 
container or systems in the following situations: 


((-)) 1. A three-way valve installed under two safety 
relief valves, each with: 

((m)) a. The required rate of discharge; ((4NB)) and 
((m)) b. Installed to allow either of the safety relief valves 
to be closed off but not at the same time. 

((-)) 2. Two separate relief valves are installed with indi- 
vidual shut off valves. 

((#)) The two shut off valve stems must be mechanically 
interconnected to allow the full required flow of one 
safety relief valve at all times. 

((-)) 3. When a safety relief valve manifold that allows: 
((m)) a. One valve of two or more to be closed off 
(ANB); and 

((m)) b. The remaining valve or valves will provide not 
less than the rate of discharge shown on the manifold 
nameplate. 


((*)) (5) You must secure both ends of the hose while in 
transit. 

((*)) (6) You must make sure all containers with a capac- 
ity exceeding two hundred fifty gallons are equipped with 
both of the following: 

((-)) (a) A pressure gauge with a dial graduated from 0- 
400 psig; ((ANB 

-)) and 

(b) A method for spray loading or with an approved 
vapor return valve. 

((*)) (7) You must follow additional requirements found 
in Table 12, Appurtenances for Systems Mounted on Farm 
Trucks or Trailers. 


Table 12 


Appurtenances for Systems Mounted on Farm Trucks or 
Trailers 


If you have: Then make sure they: 


Are fitted with one of the follow 
7 binationbacl 


(Emi 7 
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If you have: 


Then make sure they: 


- teed VEEE EEE 


i =)) 


Filling connections 


Are fitted with one of the follow- 


ing: 

1. A combination back-pres- 
sure check valve and excess 
flow valve. 

2. One double or 2 single back- 
pressure check valves. 


3. A positive shut off valve 
used with either an: 


a. Internal back-pressure check 
valve; or 


b. Internal excess flow valve. 


A fully enclosed guard 


Have properly vented safety relief 
valves. 


Fittings 


Are protected from physical dam- 
age by a rigid guard designed: 


1. To withstand static loading in 


any direction equal to twice 
the weight of the container 
and lading. 

2. With a safety factor of 4 
based on the maximum 
strength of the material used. 
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If you have: Then make sure they: 


Liquid withdrawal 
lines installed in the 
bottom of the con- 
tainer 


Have connections, including the 
hose that are not lower than the 
lowest horizontal edge of the 
truck axle. 


Columnar-type gauges | 1. Are shielded against the 


direct rays of the sun. 


2. Are equipped with all of the 
following: 

a. Shut off valves having metal- 
lic hand-wheels; 


b. Excess flow valves; 


c. Extra heavy glass that is ade- 
quately protected with a 
metal housing applied by the 
gauge manufacturer. 


Hydrostatic relief 
valves 


Are installed between each pair of 
valves in the liquid ammonia pip- 


ing or hose. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-50030 Systems mounted on farm 
equipment for ammonia application. 

((-MPORFANF:)) Important: 

((*)) This section applies to systems mounted on farm 
equipment and used for the filed application of ammonia. 

((*)) In addition to this section, you need to follow the 
Appurtenances requirements for all systems, WAC 296-826- 
50005. 

((Yommust: 

*)) (1) You must make sure each container has a fixed 
maximum liquid-level gauge. 

((*)) (2) You must provide one or more spring-loaded 
safety relief valves, or an equivalent type, on all containers, 
that do all of the following: 

((-)) (a) Discharges in the following ways: 

((#)) G) Away from the container in an upward, unob- 
structed manner into the atmosphere. 

((#)) Gi) Not in or beneath a building. 

((-)) (b) Has raincaps that allow free discharge of the 
vapor and prevent the entrance of water; 

((-)) (c) Has a method for draining accumulated conden- 
sation; 

((-)) (d) Has a start to discharge, related to the design 
pressure of the container, according to Table 6, Safety Valve 
Start to Discharge Rate; 

((-)) (e) Are arranged to minimize the possibility of tam- 
pering; 

((-)) £ Provided, when the pressure setting adjustment 
is external, with a means of sealing the adjustment; 

((-)) (g) Has direct communication with the vapor space 
of the container. 
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((“¥Yousmust: 

*)) (3) You must make sure shut off valves are not 
installed between the safety relief valve and the container or 
system. A shut off valve may be used if arranged so that the 
required capacity flow is maintained. 

(Exemption:)) 
EXEMPTION: 


((*)) You are exempt from the requirement not to install 
the shut off valve between the safety relief valve and the 
container or systems in the following situations: 

((-)) 1. A three-way valve installed under two safety 
relief valves, each with: 

((m)) a. The required rate of discharge; ((4NB)) and 
((#)) b. Installed to allow either of the safety relief valves 
to be closed off but not at the same time. 

((-)) 2. Two separate relief valves are installed with indi- 
vidual shut off valves. 

((m)) 3. The two shut off valve stems must be mechani- 
cally interconnected to allow the full required flow of 
one safety relief valve at all times. 

((-)) 4. When a safety relief valve manifold that allows: 
((#)) a. One valve of two or more to be closed off; 
((AND)) and 

((m)) b. The remaining valve or valves will provide not 
less than the rate of discharge shown on the manifold 
nameplate. 


((*)) (4) You must follow additional requirements found 
in Table 13, Appurtenances for Systems Mounted on Farm 
Equipment for Ammonia Application. 


Table 13 


Appurtenances for Systems Mounted on Farm Equipment for 
Ammonia Application 


If you have: 
(i : 


Then make sure they: 
Are fitted swith one of the folow- 
-  A-combination back-pres- 
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If you have: Then make sure they: If you have: Then make sure they: 
AND b. Internal excess flow valve. 
= = Fhe-valveishand-operated- Exemption: An excess-flow 
fattached hand-wheelor valve is not required in either of 
equivalent) shut effvalve: the following: 
OR 1. Vapor connection providing 
-  InthetiquidwithdrawaHine you meet both of the follow- 
betweenthe centents-of the a. The controlling orifice is not 
econtainer-and the -outletof in excess of 7/16 of an inch 
the shutoff valyve-denet in diameter; and 
exceed 716 inch tn diameter: b. The valve is hand-operated 
Nete-Toe-assistin fling apphea- (attached hand-wheel or 
tertanks,you- are aHoewedto bleed equivalent) shut off valve; or 
vapors inte the open-air if yot- 2. In the liquid withdrawal line 
meet the above requirements. if the controlling opening | 
Coliumnartype-sauges | Are-shielded agamstthe direct between the contents of the 
rays-ofthe-sun container and the outlet of 
Are-eqtippedwith-all of the fol the shut off valve do not 
lowing: exceed 7/16 inch in diameter. 
-  Shuteffvalveshaving metal Note: To assist in filling applica- 
He hand- heels tor tanks, you are allowed to bleed 
vapors into the open air if you 
-  Exeess-flow+vabves . 
, meet the above requirements. 
= eee yg E d Columnar-type gauges | 1. Are shielded against the 
quately _pretected arith a f 
f ; direct rays of the sun. 
metalhousingapphedbythe- 
gauge manufacturer 2. Are equipped with all of the 
¢ fontoranihae U ic brea] following: 
isbothofthefollow- | type-selfclesing_coupling a. Shut off valves having metal- 
ing lic hand-wheels; 
railed: b. Excess flow valves; 
AND c. Extra heavy glass that is ade- 
A RES quately protected with a 
8 metal housing applied by the 
remotelymounteHfor 
gauge manufacturer. 
example-onatractor- 
toolbar) An applicator tank that | Use an automatic break-away 
Hyd o relief astalled4 ace is both of the follow- | type, self-closing, coupling. 
valves vabves the tquid ammonia pip- 
ing-or-hese.)) 1. Trailed; and Note: 
Filling connections Are fitted with one of the follow- 2. The metering device | 1. Metering devices may be 


ing: 

1. A combination back-pres- 
sure check valve and excess 
flow valve. 


2. One double or two single 
back-pressure check valves. 


3. A positive shut off valve 
used with either an: 


a. Internal back-pressure check 
valve; or 
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is remotely mounted 
(for example on a trac- 


connected directly to the 
tank withdrawal valve. 


tor tool bar 
2. A union type connection is 
acceptable between the tank 
valve and metering device. 
Hydrostatic relief Are installed between each pair of 
valves valves in the liquid ammonia pip- 


ing or hose. 
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((Nete: 
drawal -valve- 


and meterine-device)) 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-50035 Portable DOT containers. 

((H4PORFANT:)) Important: 

((*)) This section applies to systems that use cylinders, 
portable tanks (DOT-51), or ton containers (DOT-106A, 
DOT-110A). 

((*)) In addition to this section, you need to follow the 
Appurtenances requirements for all systems, WAC 296-826- 
50005. 

((Yowmmust: 

*)) (1) You must make sure safety relief devices meet 
DOT specifications. 

((*)) (2) You must provide the following protection: 

((-)) (a) To valves and pressure regulating equipment 
from tampering once installed for use. 

((-)) (b) To containers: 

((#)) (i) From heat sources such as radiant flame and 
steam pipes. Do not apply heat directly to containers to raise 
the pressure. 

((m#)) Gi) From moving vehicles or external damage 
while being stored. 

((#)) Gii) From ignitable debris and to prevent external 
corrosion while being stored. Storage can be indoors or out- 
doors. 

((*)) G) You must protect container valves while in tran- 
sit, in storage, and while being moved into final use by doing 
either of the following: 

((-)) (a) Setting them into the recess of the container; 
((OR 

-)) or 

(b) By fastening a ventilated cap or collar to the con- 
tainer that can withstand a blow from any direction equiva- 
lent to a thirty-pound weight being dropped four feet. 

((#)) Construction should be such that a blow will not be 
transmitted to the valves or other connections. 

((*)) (4) You must keep outlet valves tightly closed when 
containers are not connected for service on all empty or 
loaded containers. 

((-)) (5) You must secure the valve protection cap, if the 
container is designed for one, when the container is not in ser- 
vice. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-600 Operations. 

Summary 

Your responsibility: 

To protect employees while transporting, transferring, 
loading and unloading anhydrous ammonia. 

(Mounting -containers-on trucks, semitratlers-and trail 
ers 

WAC 296-826-60005 
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i 
WAC-296-826-60040 


WAC-296-826-60H5 
T erine licuid 
- | feat 
WAC 296-826-60020 
a : ; 
oe alos a oe ie io agar monni ; p ERS 
WAC-296-826-60025 
Filling densiti 
N ci i : 
WAC 296-826-60030 


Refrigeratedtanks 
WAC 296-826-60035 
Welding 

WAC 296-826-60040)) 


Requirements for this 


topic... begin in this section: 
Mounting and loading con- | WAC 296-826-60005 


tainers 


WAC 296-826-60020 
WAC 296-826-60030 


Transferring liquids 
Filling densities 


Mounting and Loading Containers 


You must meet the 
requirements ... 
Mounting containers on 
trucks, semi-trailers and 
trailers 


in this section: 
WAC 296-826-60005 


WAC 296-826-60010 


Mounting containers on 
farm trucks or trailers for 
transporting ammonia 


Tank car loading or unload- | WAC 296-826-60015 


ing 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-60005 Mounting containers on trucks, 
semi-trailers and trailers. ((Yeu-nrast: 

*)) (1) You must make sure the method for attaching any 
container to the cradle, frame, or chassis of a vehicle is based 
on both of the following: 

((-)) (a) Two "g" loading in either direction; 

((-)) (b) Using ¢ a safety factor of at least four based on the 
maximum strength of the material used. 


Note: ((*)) Two "g" is either of the following: 
((-)) 1. For load support it is equivalent to three times the static 
weight of the supported articles. 
((-)) 2. For loading and bending, acceleration, and torsion it is 
equivalent to twice the static weight support applied horizon- 
tally at the road surface. 
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((Xoumust: 
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*)) (2) You must secure both ends of the hose during 


transit. 


((*)) (3) You must follow the requirements in Table 14, 
Additional Container Mounting Requirements. 


Table 14 


Additional Container Mounting Requirements 


If you have: 


Then: 


(4 J eld down! 
devices 


Anchor the container tothe era- 
dleframe_or chassis se-thereis- 


A-cradle and centainer 
thatare notavelded- 
together 


friction-)) 


"Hold-down" devices 


1. Anchor the container to the 


cradle, frame, or chassis so 
there is no area of unneces- 
sary stress. 

2. Lock the container down 
tightly. 

3. Provide stops or anchors to 
minimize movement 
between the container and 


the framing. 
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If you have: 


Then: 


Note: Movement could be the 
result of stopping, starting or 
changing direction. 


Vehicles with cargo 


1. Support the tank with exter- 


tanks designed with 
stress members 
instead of a frame 


nal cradles suspended at least 
120° of the shell circumfer- 
ence. 


2. The design calculation needs 
to include all of the follow- 


ing stressors: 
Beam: 


Ip |= 


Shear; 


Torsion: 


Bending moment; 


Acceleration; 


> |e |e |e 


Any other stresses covered 
by the code of the cargo tank 


design. 


A liquid withdrawal 


Make sure the connections to the 


line installed in the 


container, including the hose, are 


bottom of a container 


not lower than the lowest horizon- 


tal edge of the trailer axle. 


A cradle and container 


Use suitable material between 


that are not welded 


them to eliminate metal-to-metal 


together friction. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-60010 Mounting containers on farm 
trucks or trailers for transporting ammonia. ((Yeu-must: 

*)) (1) You must make sure tanks mounted on farm 
trucks and trailers meet all of the following: 

((-)) (a) Are securely attached using drawbars and safety 
chains; 

((-)) (b) Follow behind the towing vehicle without 
swerving; 

((-)) (c) Have at least five gallons of readily available 
clean water. 

((*)) (2) You must do all of the following when mounting 
containers on farm trucks: 

((-)) (a) Use suitable material between the cradle and the 
container to eliminate metal-to-metal friction. 

((#)) This is not necessary if the cradle and container are 
welded together. 

((-)) (b) Use stops and hold down devices to prevent dis- 
placement. 

((*)) (3) You must distribute the container's weight, when 
mounted on four-wheel farm trucks or trailers, evenly over 
both axles. 
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AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-60015 Tank car loading or unloading. 
((You-must: 

*)) (1) You must establish a location for tank car loading 
and unloading operations. 

((*)) (2) You must assign employees and instruct them in 
the unloading of tank cars. 

((*)) (3) You must make sure, when unloading cars, to set 
the brake and block the wheels. 

((*)) (4) You must make sure the track of tank siding is 
level. 

((*)) (5) You must place caution signs on the track or car 
to warn approaching persons of loading and unloading oper- 
ations that are((z 

-)) kept in place until the car is unloaded and discon- 
nected from discharge connections. 

((*)) (6) You must make sure these caution signs meet all 
of the following: 

((-)) (a) Are made of metal or other suitable material. 

((-)) (b) Are at least twelve to fifteen inches in size. 

((-)) (c) Read either "SToP-Tank Car Connected" or 
"STOP-Men at Work" meeting the following criteria: 

((@)) Gi) "STOP" at least four inches high; 

((#)) Gi) All other words at least two inches high; 

((#)) Gii) All with white letters on a blue background. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-60020 General specifications. (Yeu 
mast: 
*)) 

You must meet the 

requirements ... 
General specifications 


in this section: 
WAC 296-826-60020 
WAC 296-826-60025 


Additional requirements for 
systems mounted on trucks, 
semi-trailers, and trailers for 
transporting ammonia 


(1) You must get owner authorization to use transfer 
containers. 

((*)) (2) You must make sure transfer containers are 
gauged and filled in either: 

((-)) (a) Open atmospheres; ((OR 

-)) or 

(b) Buildings approved for that purpose. 

((*)) (3) You must make sure pumps used to transfer 
ammonia meet all of the following: 

((-)) (a) Have a manufacturer's label for ammonia ser- 
vice, 

((-)) (b) Are designed for at least 250 psig working pres- 
sure. 

((-)) (c) Have a constant differential relief valve dis- 
charging into the suction port that: 

((m)) (i) Is installed on positive displacement pumps; 
(CAND 
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=)) and 

(ii) Meets the pump manufacturer's recommendation for 
the settings and installation, 

((-)) (d) Have a pressure gauge graduated zero to 400 
psig installed on the discharge side before the relief valve 
line. 

((*)) (4) You must make sure plant pipes with shut off 
valves are located as close as possible to the pump connec- 
tions. 

((*)) (5) You must make sure meters used for measuring 
liquid anhydrous ammonia: 

((-)) (a) Are recommended and labeled for ammonia ser- 
vice by the manufacturer. 

((-)) (b) Are designed for a minimum working pressure 
of 250 psig. 

((-)) (c) Incorporate devices that prevent unintended 
measurement of vapor. 

((*)) (6) You must do the following when transferring 
ammonia: 

((-)) (a) Maintain ammonia at a temperature suitable for 
the receiving container. 

((-)) (b) Have at least one attendant supervise the transfer 
from the time connections are made to when disconnection 
occurs, 

((-)) (c) Do NOT use flammable gases or gases that will 
react with ammonia, such as air to unload tank cars or trans- 
port trucks. 

((*)) (7) You must make sure compressors used for trans- 
ferring ammonia meet all of the following: 

((-)) (a) Have a working pressure of at least 250 psig 
when transferring ammonia. 

((m)) If crank cases of compressors are not designed to 
withstand system pressure, then provide protection with a 
suitable safety relief valve. 

((-)) (b) Are connected to plant piping with shut off 
valves located as close as practical to compressor connec- 
tions. 

((-)) (c) Have a safety relief valve that is both: 

((m)) (i) Large enough to discharge the full capacity of 
the compressor; ((AND 

=)) and 

(ii) Connected to the discharge before any shut off valve. 

((-)) (d) Have an oil separator on the discharge side, 
where necessary to prevent contamination. 

((-)) (e) Have a drainable liquid trap or other adequate 
method on the compressor suction to minimize the entry of 
liquids into the compressor, 

((-)) (f) Pressure gauges on the suction and discharge 
ends graduated to at least one and one-half times the maxi- 
mum pressure that can develop. 

((*)) (8) You must protect loading and unloading systems 
in the event of hose severance by suitable devices where nec- 
essary, such as: 

((-)) (a) Backflow check valves; ((OR 

-)) or 

(b) Properly sized excess flow valves. 


Note: If such valves are not practical, remotely operated shut off 
valves may be installed. 
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AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-60025 Additional requirements for 
systems mounted on trucks, semi-trailers, and trailers for 
transporting ammonia. ((Yeu-must: 

*)) (1) You must make sure the content of vehicle con- 
tainers is determined by one of the following: 


(©) (a) Weight; 

((-)) (b) Liquid-level gauging devices; 

(©) (c) Meters ((OR 

-)) or 

(d) Other approved methods. 

((*)) (2) You must use a thermometer well when the con- 
tent of a container is determined by liquid-level measure- 
ment. ((Make-sure-ofthe folowing: 

-)) (3) You must make sure the volume, when converted 
to weight, does not exceed the DOT filling density require- 
ment. 


((*)) (4) You must protect pumps and compressors 


against physical damage when mounted on trucks or trailers. 


((*)) (5) You must unload tank motor vehicles with a 
water capacity greater than 3500 gallons at approved loca- 
tions. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-60030 Nonrefrigerated containers. 
((Yommast: 


*) 


You must meet the 


requirements ... in this section: 


Nonrefrigerated containers | WAC 296-826-60030 


Refrigerated tanks WAC 296-826-60035 
Welding WAC 296-826-60040 


You must make sure filling densities for nonrefrigerated 
containers are below or equal to the requirements in Table 15, 
Filling Densities. 


Table 15 
Filling Densities 
Aboveground Underground 
Containers Containers Containers 
Uninsulated 56% 58% 
Insulated 57% — 
Note: ((*)) For uninsulated, aboveground containers, the 56% corre- 


sponds to: 

((-)) 1. 82% by volume at -28°F. 
((-)) 2. 85% by volume at 5°F. 
((-)) 3. 87.5% by volume at 30°F. 
((-)) 4. 90.6% by volume at 60°F. 
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AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-60035 Refrigerated tanks. ((¥eu 
mast:)) You must make sure refrigerated tanks are not liquid 
full at a liquid temperature so that the vapor pressure is below 
the "start-to-discharge" pressure setting of the safety relief 
valve. 


AMENDATORY SECTION (Amending WSR 06-10-067, 
filed 5/2/06, effective 9/1/06) 


WAC 296-826-60040 Welding. ((Yeu-+must:)) You 
must permit welding only on the saddle plates, lugs, or brack- 
ets attached to the container by the manufacturer. 


REPEALER 


The following section of the Washington Administrative 
Code is repealed: 


WAC 296-826-900 Definitions. 


NEW SECTION 


WAC 296-865-099 Definitions. 

Motor vehicle. Any vehicle, machine, tractor, trailer, or 
any combination of these that is driven by mechanical power 
and used on the roadways in the transportation of people and 
materials. 

Semitruck. A truck and trailer combination designed 
and used primarily for carrying material and property. 

Trailer. A nonmotorized vehicle designed to be towed 
by a motor vehicle. 

Truck. Any motor vehicle designed, used, or maintained 
primarily for the transportation of property. 


AMENDATORY SECTION (Amending WSR 05-17-059, 
filed 8/10/05, effective 10/1/05) 


WAC 296-865-100 Scope. This chapter applies to all 
motor vehicles and semitrucks used on public or private road- 
ways. 

((Definition: 

Meter—yehiele—means—any—vehicle_machine_tractor, 


trater_orany_combinatien ofthese thats driven by mechan- 
people-ormatertals-)) 

EXEMPTION: 

This section does not apply to: 

((*)) 1. Powered industrial trucks (forklifts) covered by 
another chapter, Powered industrial trucks, chapter 296-863 
WAC; 

((*)) 2. Construction equipment covered by another 
chapter, Safety standards for construction work, chapter 296- 
155 WAC; 

((*)) 3. Logging trucks covered by another chapter, Log- 
ging operations, chapter 296-54 WAC; ((ANB 

*)) and 

4. Agricultural equipment covered by another chapter, 
Safety standards for agriculture, chapter 296-307 WAC. 
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AMENDATORY SECTION (Amending WSR 05-17-059, 
filed 8/10/05, effective 10/1/05) 


WAC 296-865-200 All motor vehicles. 

Your responsibility: 

To make sure all motor vehicle occupants are safe and 
equipment is safe to use. 


((Meter-vehicle-eperation 
WAC 296-865-20005, 
Franspertation of passengers 
WAC 296-865-20016, 

M hiel . 
WAC-296-865-200H5-)) 


You must meet the 
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AMENDATORY SECTION (Amending WSR 05-17-059, 
filed 8/10/05, effective 10/1/05) 


WAC 296-865-20015 Motor vehicle equipment. 
((XYommist: 

*)) (1) You must make sure all equipment operated on 
public roadways meets all of the state of Washington motor 
vehicle laws. 

((*)) (2) You must make sure all parts and accessories are 
safe to use. 


((*)) (3) You must make sure all motor vehicle equip- 
ment meets the specification or requirements in Table 1. 


Table 1 
Motor Vehicle Equipment 


AMENDATORY SECTION (Amending WSR 05-17-059, 
filed 8/10/05, effective 10/1/05) 


WAC 296-865-20005 Motor vehicle operation. (“Yeu 
mast: 
*)) (1) You must allow only drivers who are qualified to 
operate a motor vehicle. 

((*)) (2) You must allow only drivers who have a current 
motor vehicle operator's license to operate motor vehicles on 
public roadways. 

((*)) G) You must make sure employees follow any site- 
specific rules and posted speed limits when operating motor 
vehicles on roadways privately owned and maintained. 


AMENDATORY SECTION (Amending WSR 05-17-059, 
filed 8/10/05, effective 10/1/05) 


WAC 296-865-20010 Transportation of passengers. 


(C ; 


*)) (1) You must transport all passengers safely. 


((*)) (2) You must make sure all employees use seat 
belts, if the vehicle is equipped with seat belts. 


(Exemption:)) 
EXEMPTION: 


This does not apply to emergency medical workers 
during the treatment of a patient in an ambulance. 

((Mou-nnust: 

*)) (3) You must make sure vehicles used to transport 
employees are, at all times: 

((-)) (a) Well equipped; 

((-)) (b) Covered against the weather; ((ANB 

-)) and 

(c) Maintained in good mechanical condition. 


((*)) (4) You must make sure when transporting sharp 
tools that could present a hazard to employees in the vehicle 
that you provide compartments or (cargo) screens strong 
enough to retain the tools. 


If you have this type of Then make sure the 
requirements ... in this section: equipment: equipment is: 
Motor vehicle operation WAC 296-865-20005 Seats L. Properly secured;((4ANB)) 

Transportation of passen- WAC 296-865-20010 and 

gers 2. Available for every 

Motor vehicle equipment WAC 296-865-20015 employee in the vehicle. 
Tires Safe to use. 
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Exhaust systems 1. Designed to eliminate the 
exposure of exhaust gases 


and fumes; ((ANB)) and 


2. Installed and maintained 
in proper condition. 


Fire extinguishers Provided when the vehicle 


is: 

((-)) 1. At least 26,000 
pounds (manufacturer's 
gross weight); ((ANB)) and 
((-)) 2. Only used in the state 
of Washington. 


AMENDATORY SECTION (Amending WSR 05-17-059, 
filed 8/10/05, effective 10/1/05) 


WAC 296-865-300 Trucks and trailers. 

Your responsibility: 

To make sure all trucks and trailers are operated and 
maintained safely. 


(Frock operation 
WAC 296-865-30005. 


WAC 296-865-30016- 
Semitruek brakes 

WAC 296-865-30015, 
Frock andtraiterteads 
WAC 296-865-30026-)) 


You must meet the 
Truck operation 


in this section: 
WAC 296-865-30005 


Dump trucks WAC 296-865-30010 
Semitruck brakes WAC 296-865-30015 
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You must meet the 
requirements ... 
Truck and trailer loads 


in this section: 
WAC 296-865-30020 


AMENDATORY SECTION (Amending WSR 05-17-059, 
filed 8/10/05, effective 10/1/05) 


WAC 296-865-30005 Truck operation. ((Yeu-mrust: 

*)) (1) You must make sure truck drivers operate equip- 
ment at a safe speed at all times for roadway conditions. 

((*)) (2) You must make sure truck drivers either: 

((-)) (a) Sound their horn before starting to back and 
intermittently during the entire backing operation; ((OR 

-)) or 

(b) Have a working automatic reverse signal alarm that is 
audible: 

((=)) (i) Above the surrounding noise level; ((ANB 

=)) and 

(ii) No less than fifteen feet from the rear of the vehicle. 

((*)) G) You must make sure, during the backing of 
trucks where vision is obstructed, a signal person is stationed 
at a point giving a clear view of the rear of the truck and the 
operator of the truck at all times. 


AMENDATORY SECTION (Amending WSR 05-17-059, 
filed 8/10/05, effective 10/1/05) 


WAC 296-865-30010 Dump trucks. ((Yeu-must: 

*)) You must make sure dump trucks have a device 
installed on the frame that will hold the bed in the raised posi- 
tion when employees are working underneath. 


AMENDATORY SECTION (Amending WSR 05-17-059, 
filed 8/10/05, effective 10/1/05) 


WAC 296-865-30015 Semitruck brakes. ((“Yeu-must: 


*)) (1) You must make sure semitrucks are equipped with 
brakes that will safely hold the maximum load on maximum 
grades. 


Note: Trailers may use air brakes or other types of brake equipment 
approved by the Washington state patrol. 
((Meumust: 
*)) (2) You must test brakes before descending a steep 
grade. 


((*)) (3) You must follow the requirements in Table 2, 
((Frack)) Semitruck Braking Requirements. 


Table 2 
Semitruck Braking Requirements 


When: 


You park a truck on an 
incline 


You must: 


((-)) 1. Turn the wheels into 
the curb; ((ANB)) and 

((-)) 2. Have at least one 
"driver" wheel chocked on 
each side, independent of 
the braking system. 
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When: 


Using air brakes 


You must: 


Cut air into the trailer brake 
system at the time the trailer 
is attached to the truck. 


AMENDATORY SECTION (Amending WSR 05-17-059, 
filed 8/10/05, effective 10/1/05) 


WAC 296-865-30020 Truck and trailer loads. (“Yeu 
mast: 

*)) You must make sure all loads transported on trucks or 
trailers are: 

((-)) CG) Properly secured and distributed; ((ANB 

-)) and 

(2) Limited to a safe operating load for the: 

((@)) (a) Condition of the roadway; ((AND 

=)) and 

(b) Capacity of the bridges, trestles, and other structures. 


Note: The commercial motor vehicles unit of the Washington state 
patrol determines how much weight can be carried on a vehicle 
by factoring manufacture limitations, number of axles, and 
other variables. For more information: 

((*)) 1. See RCW 46.44.041, Maximum gross weights— 
Wheelbase and axle factors; or 

((*)) 2. Contact the commercial motor vehicles unit of the 
Washington state patrol at Trucks@wsp.wa.gov. 


REPEALER 


The following section of the Washington Administrative 
Code is repealed: 


WAC 296-865-400 Definitions. 


NEW SECTION 


WAC 296-869-099 Definitions. Aerial device. A vehi- 
cle-mounted device, telescoping or articulating, or both, 
which is used to position personnel. 

Aerial ladder. A vehicle-mounted elevating work plat- 
form consisting of a single or multiple-section extensible lad- 
der. It may or may not have a platform at the top. 

Aerial lift. An aerial device mounted on a vehicle such 
as a truck, trailer, or all-terrain vehicle. 

Approved. Listed or approved by a nationally recog- 
nized testing laboratory or a federal agency that issues 
approvals for equipment such as the Mine Safety and Health 
Administration (MSHA); the National Institute for Occupa- 
tional Safety and Health (NIOSH); Department of Transpor- 
tation; or U.S. Coast Guard, which issue approvals for such 
equipment. 

Articulating-boom work platform. A vehicle-mounted 
elevated work platform with two or more hinged boom sec- 
tions. 

Boom-supported elevating work platform. A self-pro- 
pelled, integral chassis, elevating work platform with a 
boom-supported platform that can be positioned completely 
beyond the base. 
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Chassis. The part of a nonvehicle-mounted elevating 
work platform that provides mobility and support for the ele- 
vating assembly and platform. 

Elevating work platform. A device used to position 
personnel, along with their necessary tools and materials, at 
work locations. It includes a platform and an elevating 
assembly. It may be vehicle mounted or have an integral 
chassis for mobility and as a means of support. 

Extensible-boom work platform. A vehicle-mounted 
elevating work platform with a telescopic or extensible 
boom. 

Manually propelled elevating work platform. A man- 
ually propelled, integral chassis, elevating work platform 
with a platform that cannot be positioned completely beyond 
the base. 

Platform. The portion of an elevating work platform 
intended to be occupied by personnel. It may also be called a 
basket, bucket, stand, or similar term. 

Rated capacity. The designed carrying capacity of the 
elevating work platform as specified by the manufacturer. 

Self-propelled elevating work platform. A self-pro- 
pelled, integral chassis, elevating work platform with a plat- 
form that cannot be positioned completely beyond the base. 

Type designation. A code to identify types of elevating 
work platforms. It is used to determine if an elevating work 
platform can be used in a specific classified or unclassified 
location. 

(a) D refers to elevating work platforms that are diesel 
engine powered that have minimum safeguards against inher- 
ent fire hazards. 

(b) DS refers to diesel powered elevating work platforms 
that, in addition to meeting all the requirements for type D 
elevating work platforms, are provided with additional safe- 
guards to the exhaust, fuel, and electrical systems. 

(c) DY refers to diesel powered elevating work platforms 
that have all the safeguards of the DS elevating work plat- 
forms and, in addition, any electrical equipment is com- 
pletely enclosed. They are equipped with temperature limita- 
tion features. 

(d) E refers to electrically powered elevating work plat- 
forms that have minimum acceptable safeguards against 
inherent fire hazards. 

(e) ES refers to electrically powered elevating work plat- 
forms that, in addition to all of the requirements for the E ele- 
vating work platforms, have additional safeguards to the elec- 
trical system to prevent emission of hazardous sparks and to 
limit surface temperatures. 

(f) EE refers to electrically powered elevating work plat- 
forms that, in addition to all of the requirements for the E and 
ES type elevating work platforms, have their electric motors 
and all other electrical equipment completely enclosed. 

(g) EX refers to electrically powered elevating work 
platforms that differ from E, ES, or EE type elevating work 
platforms in that the electrical fittings and equipment are 
designed, constructed and assembled to be used in atmo- 
spheres containing flammable vapors or dusts. 

(h) G refers to gasoline powered elevating work plat- 
forms that have minimum acceptable safeguards against 
inherent fire hazards. 
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(i) GS refers to gasoline powered elevating work plat- 
forms that are provided with additional exhaust, fuel, and 
electrical systems safeguards. 


(j) LP refers to liquefied petroleum gas-powered elevat- 
ing work platforms that, in addition to meeting all the 
requirements for type G elevating work platforms, have min- 
imum acceptable safeguards against inherent fire hazards. 


(k) LPS refers to liquefied petroleum gas-powered ele- 
vating work platforms that, in addition to meeting the 
requirements for LP type elevating work platforms, have 
additional exhaust, fuel, and electrical systems safeguards. 

Vertical tower. A vehicle-mounted elevating work plat- 
form having a platform that can be raised along a vertical 
axis. 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-100 Scope. This chapter applies to the 
following types of elevating work platforms: 

((*)) Q) Aerial lifts; 

((*)) (2) Manually propelled elevating work platforms 
that have a platform that cannot be positioned completely 
beyond the base; 

((*)) (3) Self-propelled elevating work platforms that 
have a platform that cannot be positioned completely beyond 
the base; 

((*)) (4) Boom-supported elevating work platforms that 
have a boom-supported platform that can be positioned com- 
pletely beyond the base. 


((Exemptien:)) This chapter does not apply to elevating work platforms 
EXEMPTION: used: 
((*)) 1. By the fire services for fire combat that are cov- 
ered by Safety standards for firefighters, chapter 296- 
305 WAC; ((@R)) or 
((*)) 2. For agriculture activities covered by Safety stan- 
dards for agriculture, chapter 296-307 WAC. 
(Definitions: 
—An aerial device mounted on-ayehicle such_as-atruck, 


trailer oral terrain vehicle. 
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+ Platform: 

—Fhe_ portion ofan elevating werk platform intended te 
be-oceupied by_personnel_Hinayalsebe cated a basket, 
bucket stand_orsimiarterm:)) 
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AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-200 Section contents. 

Summary 

((HPORFANT)) Important: 

This section applies to the following types of vehicle- 
mounted aerial devices: 

((*)) C) Extensible-boom work platforms; 

((*)) (2) Articulating-boom work platforms; 

((*)) (3) Vertical towers; 

((*)) (4) Aerial ladders; 

((*)) (5) A combination of any of the above types of ele- 
vating work platforms. 

Your responsibility: 

To meet these requirements when using aerial lifts. 

((WAC296-869-20005. 

Desierrand construction 

WAE296-869-20010 

Modifications 

WAC 296-869-20015, 

Owned, rented, or teased aerial tfts 

WAE296-869-20020 

Operator requirements 

WAE296-869-20025 

- ca 

WAC 296-869-20036 

- f ‘ 

WAE296-869-20035 


WAC 296-869-20055 
Aerialtadders)) 


You must meet the 


requirements ... in this section: 


Design and construction WAC 296-869-20005 


Modifications WAC 296-869-20010 


Owned, rented, or leased WAC 296-869-20015 


aerial lifts 


Operator requirements WAC 296-869-20020 


Operator training WAC 296-869-20025 


Operator prestart inspection | WAC 296-869-20030 


Workplace survey WAC 296-869-20035 


Before and during use WAC 296-869-20040 


Working from the platform | WAC 296-869-20045 


Moving the aerial lift WAC 296-869-20050 


Aerial ladders WAC 296-869-20055 
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AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-20005 Design and construction. (Yew 
mast: 
*)) (1) You must make sure aerial lifts manufactured on 
or after July 1, 2006, meet the design and construction 
requirements of ANSI A92.2-2001, American National Stan- 
dard for Vehicle-Mounted Elevating and Rotating Aerial 
Devices. 

((*)) (2) You must make sure aerial lifts manufactured 
before July 1, 2006, meet the design and construction 
requirements of ANSI A92.2-1969, American National Stan- 
dard for Vehicle-Mounted Elevating and Rotating Work Plat- 
forms. 

(Definition: 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-20010 Modifications. ((Yeu-must: 

*)) You must have written approval from the manufac- 
turer before making any modification or addition that affects 
the safe operation, stability, intended use, or the mechanical, 
hydraulic, or electrical integrity of the aerial lift. Make sure 
the modified aerial lift is: 

((-)) C) At least as safe as it was before being modified; 
((AND 

-)) and 

(2) Any change to the insulated portion of the aerial lift 
does not reduce the insulating value. 


Note: 


If the original manufacturer is no longer in business, an equiv- 
alent entity such as a nationally recognized testing laboratory 
may approve modification. 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-20015 Owned, rented, or leased aerial 
lifts. 

((MPORFANF:)) Important: 

This section applies if you own, rent, or lease an aerial 
lift. 

((Mou-must: 

*)) (1) You must meet the requirements of the Responsi- 
bilities of Owners, section 8, of ANSI A92.2-2001, American 
National Standard for Vehicle-Mounted Elevating and Rotat- 
ing Aerial Devices, if you own an aerial lift. 

((*)) (2) You must meet the requirements of the Respon- 
sibilities of Renters, Lessors or Lessees, section 11, of ANSI 
A92.2-2001, American National Standard for Vehicle- 
Mounted Elevating and Rotating Aerial Devices, if you rent 
or lease an aerial lift. 
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AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-20020 Operator requirements. (‘Yeu 
mast: 
«)) You must permit only trained and authorized person- 
nel to operate aerial lifts. 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-20025 Operator training. ((Yeumust: 

*)) (1) You must make sure personnel are trained before 
they are permitted to operate an aerial lift. 

(2) You must cover at least the following items: 

((-)) (a) General instruction on the inspection, applica- 
tion, and operation of aerial lifts. 

((#)) Include recognizing and avoiding hazards associ- 
ated with their operation, 

((-)) (b) Purpose and use of manuals. 

((#)) Include proper storage of the manuals on the vehi- 
cle when not in use. 

((-)) (c) Prestart inspection. 

((-)) (d) Responsibilities associated with problems or 
malfunctions affecting the operation of the aerial lift. 

((-)) (e) Factors affecting stability. 

((-)) Æ Purpose of placards and decals. 

((-)) (g) Workplace survey. 

((-)) (h) Safety rules and regulations pertinent to the 
industry. 

((-)) G) Authorization to operate an aerial lift. 

((-)) G) Operator warnings and instructions. 

((-)) (k) Proper use of personal fall protection equipment. 

((*)) (3) You must have operator trainees actually oper- 
ate the aerial lift, under the direction of a qualified person, for 
enough time to demonstrate proficiency. 

((*)) (4) You must retrain an operator if evaluation and 
observation of the operator indicates retraining is necessary. 

((*)) (5) You must instruct operators in all of the follow- 
ing before they are directed to operate an aerial lift with 
which they are not familiar: 

((-)) (a) Location of the manuals((-)); 

((-)) (b) Purpose and function of all controls((-)); 

((-)) (c) Safety devices and operating characteristics spe- 
cific to the aerial lift. 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-20030 Operator prestart inspection. 
((Moumust: 

*)) (1) You must make sure the operator does a prestart 
inspection of the aerial device as shown in Table 1, Operator 
Prestart Inspection. 

((*)) (2) You must have a qualified person examine or 
test any items found during the inspection that are thought to 
be unsafe to determine if they constitute a safety hazard. 


((*)) (3) You must replace or repair all unsafe items 
before use. 
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Table 1 
Operator Prestart Inspection 


Component or system: 


Test or inspect 
for the following: 


Operating controls and asso- 
ciated mechanisms 


Conditions interfering with 
proper operation 


Visual and audible safety 
devices 


Malfunctions 


Hydraulic or pneumatic sys- 
tems 


Visible deterioration or 
excessive leaks 


Fiberglass and other insulat- 
ing components 


Visible damage or contami- 
nation 


Operational and instruc- 
tional markings 


That they are present and 
legible 


Electrical systems of or 
related to the aerial device 


Malfunction and for signs of 
excessive deterioration, dirt, 
and moisture accumulation 


Locking devices, bolts, pins, 
and other fasteners 


That they are in-place and 
not loose or deformed 


AMENDATORY SECTION (Amending WSR 06-19-073, 


filed 9/19/06, effective 1/1/07) 


WAC 296-869-20035 Workplace survey. ((¥owmast: 

*)) You must have the operator survey the area, before 
using an aerial lift, for hazards such as: 

((-)) d) Untamped earth fills; 


((-)) (2) Ditches; 


((-)) (3) Drop-offs and floor obstructions; 


(©) (4) Debris; 


((-)) (5) Overhead obstructions and electrical conduc- 


tors; 


((-)) (6) Weather conditions; 
((-)) (7) Unauthorized persons in the area. 


AMENDATORY SECTION (Amending WSR 06-19-073, 


filed 9/19/06, effective 1/1/07) 


WAC 296-869-20040 Before and during use. ((¥eu 


mast: 


*)) (1) You must set the brakes and make sure outriggers, 


when used, are positioned on pads or a solid surface. 
((*)) (2) You must install wheel chocks when using the 
aerial lift on an incline if they can be installed safely. 


AMENDATORY SECTION (Amending WSR 06-19-073, 


filed 9/19/06, effective 1/1/07) 


WAC 296-869-20045 Working from the platform. 


((Meu-must: 


*)) (1) You must make sure boom and platform load lim- 
its specified by the manufacturer are not exceeded. 

((*)) (2) You must make sure persons stand firmly on the 
floor of the platform and do not: 

((-)) (a) Sit or climb on the edge of the platform; ((OR 


-)) or 
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(b) Use guardrails, planks, ladders, or any other device to 
gain additional height or reach, 

((*)) (3) You must prohibit wearing climbers when work- 
ing from the platform. 

((*)) (4) You must make sure all persons on the platform 
wear a full body harness with a lanyard attached to either: 

((-)) (a) The manufacturer's recommended attachment 
point; ((OR 

-)) or 

(b) The boom or platform if the manufacturer does not 
specify an attachment point. 

((*)) (5) You must never attach a lanyard to an adjacent 
pole, structure, or equipment. 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-20050 Moving the aerial lift. (Yeu 
mast: 

*)) You must make sure the boom is properly cradled and 
the outriggers are in the stowed position before moving the 
aerial lift. 
((Exemption:)) 
EXEMPTION: 


The aerial lift may be moved with the boom elevated and 
personnel on the platform only if the equipment was spe- 
cifically designed for this type of operation. 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-20055 Aerial ladders. ((4eu-must: 

*)) (1) You must secure aerial ladders in the lower travel- 
ing position, using the locking device or other means pro- 
vided by the manufacturer, before moving it for highway 
travel. 

((*)) (2) You must make sure all persons working from 
an aerial ladder wear a full body harness and lanyard attached 
to either: 

((-)) (a) The manufacturer's recommended attachment 
point; ((OR 

-)) or 

(b) The ladder rail if the manufacturer does not specify 
an attachment point. 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-300 Section contents. 

Summary 

(G-MPORFANF:)) Important: 

This section applies to manually propelled, self-pro- 
pelled, and boom-supported elevating work platforms. 

Your responsibility: 

To make sure elevating work platforms meet these 
design, construction, and equipment requirements. 

((WAE296-869-30005. 
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Meodifieations)) 
You must meet the 


Manually propelled elevat- 
ing work platforms 


in this section: 
WAC 296-869-30005 


Self-propelled elevating WAC 296-869-30010 
work platforms 
Boom-supported elevating 
work platforms 


Modifications 


WAC 296-869-30015 


WAC 296-869-30020 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-30005 Manually propelled elevating 
work platforms. 

((MPORFANF:)) Important: 

This section applies to manually propelled, integral chas- 
sis, elevating work platforms with a platform that cannot be 
positioned completely beyond the base. 

((Seu-must: 

*)) (1) You must make sure manually propelled elevating 
work platforms meet the design and construction require- 
ments of American National Standards Institute (ANSI) 
A92.3-1990, American National Standard for Manually Pro- 
pelled Elevating Aerial Platforms. 

((*)) (2) You must make sure the manufacturer provides 
instructions and markings that meet the requirements of 
ANSI A92.3-1990, American National Standard for Manu- 
ally Propelled Elevating Aerial Platforms, on each elevating 
work platform. 

((*)) (3) You must make sure manuals that meet the 
requirements of ANSI A92.3-1990, American National Stan- 
dard for Manually Propelled Elevating Aerial Platforms, are: 

((-)) (a) Provided for each elevating work platform; 
((AND 

-)) and 

(b) Kept in the weather-resistant storage compartment 
provided by the manufacturer. 

Note: Required manuals include the manufacturer's operating and 
maintenance manuals and a manual that defines the responsi- 
bilities of dealers, owners, lessors, lessees, users, and opera- 
tors. 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-30010 Self-propelled elevating work 
platforms. 

((MPORFANF:)) Important: 

This section applies to self-propelled, integral chassis, 
elevating work platforms with a platform that cannot be posi- 
tioned completely beyond the base. 

((Xowmust: 

*)) (1) You must make sure self-propelled elevating 
work platforms manufactured on or after July 1, 2006, meet 
the design and construction requirements of ANSI A92.6- 
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1999, American National Standard for Self-Propelled Elevat- 
ing Work Platforms. 

((*)) (2) You must make sure self-propelled elevating 
work platforms manufactured before July 1, 2006 meet the 
design and construction requirements of ANSI A92.6-1990, 
American National Standard for Self-Propelled Elevating 
Work Platforms. 

((*)) (3) You must make sure the manufacturer provides 
instructions and markings that meet the requirements of 
ANSI A92.6-1990 or A92.6-1999, American National Stan- 
dard for Self-Propelled Elevating Work Platforms, as appro- 
priate, on each elevating work platform. 

((*)) (4) You must make sure manuals that meet the 
requirements of ANSI A92.6-1990 or A92.6-1999, American 
National Standard for Self-Propelled Elevating Work Plat- 
forms, as appropriate, are: 

((-)) (a) Provided for each elevating work platform; 
((AND 

-)) and 

(b) Kept in the weather-resistant storage compartment 
provided by the manufacturer, 

Note: Required manuals include the manufacturer's operating and 
maintenance manuals and a manual that defines the responsi- 


bilities of dealers, owners, lessors, lessees, users, and opera- 
tors. 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-30015 Boom-supported elevating 
work platforms. 

((F4PORFANT:)) Important: 

This section applies to self-propelled, integral chassis, 
elevating work platforms with a boom-supported platform 
that can be positioned completely beyond the base. 

((Xowmast: 

*)) (1) You must make sure boom-supported elevating 
work platforms meet the design and construction require- 
ments of American National Standards Institute (ANSI) 
A92.5-1992, American National Standard for Boom-Sup- 
ported Elevating Work Platforms. 

((*)) (2) You must make sure the manufacturer provides 
instructions and markings that meet the requirements of 
ANSI A92.5-1992, American National Standard for Boom- 
Supported Elevating Work Platforms, on each elevating work 
platform. 

((*)) (3) You must make sure manuals that meet the 
requirements of ANSI A92.5-1992, American National Stan- 
dard for Boom-Supported Elevating Work Platforms, are: 

((-)) (a) Provided for each elevating work platform; 
((AND 

-)) and 

(b) Kept in the weather-resistant storage location pro- 
vided by the manufacturer. 


Note: Required manuals include the manufacturer's operating and 
maintenance manuals and a manual that defines the responsi- 
bilities of dealers, owners, lessors, lessees, users, and opera- 
tors. 
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AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-30020 Modifications. ((Yeu-must: 

*)) (1) You must prohibit altering or disabling interlocks 
or other safety devices. 

((*)) (2) You must have written permission from the 
manufacturer before making any modification to an elevating 
work platform. 


Note: If the original manufacturer is no longer in business, an equiv- 
alent entity such as a nationally recognized testing laboratory 
may approve modification. 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-400 Section contents. 

Summary 

((H4PORFAN+:)) Important: 

This section applies to manually propelled, self-pro- 
pelled, and boom-supported elevating work platforms. 

Your responsibility: 

To inspect, repair, maintain, and service elevating work 
platforms to keep them in safe operating condition. 

((WAC296-869-40005. 


Fueling and -battery-chareing)) 
You must meet the. 


requirements ... 
Condition 


Inspections 
Repairs and adjustments 


in this section: 
WAC 296-869-40005 
WAC 296-869-40010 
WAC 296-869-40015. 
WAC 296-869-40020 


Manufacturer's safety bulle- 
tins 


Inspection and repair WAC 296-869-40025 


records 
Fueling and battery charging | WAC 296-869-40030 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-40005 Condition. ((Yeu-must: 

*)) (1) You must inspect and maintain elevating work 
platforms to keep them in proper operating condition. 

((*)) (2) You must immediately remove from service any 
elevating work platform that is not in proper operating condi- 
tion. 
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AMENDATORY SECTION (Amending WSR 06-19-073, ((*)) (2) You must make sure frequent and annual inspec- 
filed 9/19/06, effective 1/1/07) tions are done: 


((-)) (a) By a person qualified as a mechanic on the spe- 


WAC 296-869-40010 Inspections. (“Yeu must: cific make and model of elevating work platform; ((ANB 


*)) (1) You must do a prestart inspection of the elevating -)) and 
work platform according to Table 2, Elevating Work Plat- (b) According to Table 2, Elevating Work Platform 
form Inspections. Inspections, 
Table 2 
Elevating Work Platform Inspections 
Type of inspection: When required: Items to inspect: 
((Prestart . j 


EE Zae e oea - rele 


Frequent 
i 7 tes hanthi i 7 HG fied by 4 r z | 
fromthe date ofthetast annual inspectien)) 
; ; 
Prestart At the beginning of each shift. Do a visual inspection and functional test including at least 
the following: 
1. Operating and emergency controls; 
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Type of inspection: When required: 


Items to inspect: 


Safety devices; 


Personal protective devices, including fall protection; 


Air, hydraulic and fuel system leaks; 


Cables and wiring harness: 


Loose or missing parts; 


Tires and wheels; 


ONS SR IY |S 


Placards, warnings, control markings, and required 
manuals; 


Outriggers, stabilizers, and other structures; 


Guardrail system: 
1. Items specified by the manufacturer. 


Frequent 1. Elevating work platforms that 


All functions and their controls for speeds, smoothness, 


have been in service 3 months 
or 150 hours, whichever comes 
first; and 


2. Before putting elevating work 


and limits of motion; 


2. Emergency lowering means (manually propelled only); 


platforms back in service that 
have been out-of-service for 
more than 3 months. 


Note: Newly purchased used equip- 


3. Lower controls including the provisions for overriding 


ment should be given the equivalent 


put into service. 


of a frequent inspection before being 


of upper controls (self-propelled and boom-supported); 


4. All chain and cable mechanisms for adjustment and 
worn or damaged parts: 


. All emergency and safety devices; 
6. Lubrication of all moving parts, inspection of filter ele- 
ment(s), hydraulic oil, engine oil, and coolant as speci- 
fied by the manufacturer; 


7. Visual inspection of structural components and other 
critical components such as fasteners, pins, shafts, turn- 
table attachment bolts (boom-supported only), and 
locking devices; 

8. Placards, warnings, and control markings; 


9. Additional items specified by the manufacturer. 


Annual No later than 13 months from the 


All items specified by the manufacturer for an annual inspec- 


date of the last annual inspection. 


tion. 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-40015 Repairs and adjustments. 
((Yowmast: 

*)) (1) You must make sure repairs to elevating work 
platforms are: 

((-)) (a) Made by a qualified person; ((ANB 

-)) and 


(b) Done according to the manufacturer's recommenda- 
tions. 
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((*)) (2) You must make sure the elevating work plat- 
form, before beginning adjustments or repairs, meets all of 


the following requirements that apply: 

((-)) (a) All controls in the "off" position; 

((-)) (b) All operating features secured from inadvertent 
motion by brakes, blocks, or other means; 

((-)) (c) Powerplant stopped; 

((-)) (d) Means of starting is rendered inoperative; 

((-)) (e) Platform either: 

((#)) (i) Lowered to the full down position, if possible; 
((OR 

=)) or 
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(ii) Blocked or cribbed to prevent dropping. 

((-)) (f) Hydraulic pressure relieved from all hydraulic 
circuits before loosening or removing hydraulic components; 

((-)) (g) Safety props or latches installed, where applica- 
ble: 

((-)) (b) Other precautions as specified by the manufac- 
turer; and 

((*)) G) Make sure replacement parts or components are 
identical or equivalent to the original parts or components. 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-40020 Manufacturer's safety bulle- 
tins. ((Yeu-must: 

*)) You must meet the requirements of safety-related 
bulletins as received from the manufacturer, dealer, or owner. 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-40025 Inspection and repair records. 
((Youmst: 

*)) (1) You must keep written records documenting: 

((-)) (a) Frequent and annual inspections you have done 
including: 

((#)) G) Date of inspection; 

((#)) Gi) Deficiencies found; 

((m)) Gii) Corrective action recommended. 

((=)) (b) Names of the people who did the inspection; 
(CAND 

-)) and 

(c) All repairs done on the elevating work platform, 
including: 

((m)) Gi) Date of repair; 

((#)) Gi) Description of the work done; 

((m)) Gii) Names of the people who did the repair. 

((*)) (2) You must retain the records of inspections and 
repairs for at least: 

((-)) (a) Three years for manually propelled and boom- 
supported elevating work platforms; ((ANÐ 

-)) and 

(b) Four years for self-propelled elevating work plat- 
forms. 
Note: 


1. It is the responsibility of the owner of the elevating work 
platform to make sure frequent and annual inspections are done 
and documented. 

2. If you perform either type of inspection, or make repairs to 
the elevating work platform, send the appropriate records to the 
owner of the elevating work platform. 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-40030 Fueling and battery charging. 
((Xowmuast: 

*)) (1) You must shut-down the engine while filling fuel 
tanks. 

((*)) (2) You must fill fuel tanks and charge batteries in 
areas that are: 

((-)) (a) Open and well-ventilated; ((ANB 
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-)) and 
(b) Free of flame, sparks, or other hazards that may cause 
fire or explosion. 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-500 Section contents. 

Summary 

((MPORFANF:)) Important: 

This section applies to manually propelled, self-pro- 
pelled, and boom-supported elevating work platforms. 

Your responsibility: 

To properly train elevating work platform operators. 

(WAC 296-869-S0005. 


WAC 296-869-SO010 
Specifi lelHtraini 


WAC-296-869-50H5 
Operatortraimingrecords)) 
You must meet the 
requirements ... 
Operator authorization and 
training 
Specific model training 


in this section: 
WAC 296-869-50005 


WAC 296-869-50010 
WAC 296-869-50015 


Operator training records 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-50005 Operator authorization and 
training. ((“Yeu-must: 

*)) (1) You must permit only trained and authorized per- 
sonnel to operate elevating work platforms. 

((*)) (2) You must train operators in all of the following: 

((-)) (a) The manufacturer's operating and maintenance 
manuals; 

((-)) (b) Your work instructions; 

((-)) (c) The requirements of this chapter. 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-50010 Specific model training. (“Yeu 
mast: 

*)) (1) You must make sure operators: 

((-)) (a) Know the required manuals supplied by the 
manufacturer are stored in a weather resistant compartment 
and where the compartment is located; ((ANB 

-)) and 

(b) Refer to the manuals when necessary. 

((*)) (2) You must make sure operators do all of the fol- 
lowing before operating an elevating work platform: 

((-)) (a) Read and understand the manufacturer's operat- 
ing instructions and your safety rules, or have them explained 
by a qualified person; 

((-)) (b) Understand, by reading or by having a qualified 
person explain, all decals, warnings, and instructions dis- 
played on the elevating work platform; 
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((-)) (c) Are instructed by a qualified person in the 
intended purpose and function of each control. 

((*)) (3) You must have operator trainees demonstrate 
their knowledge and proficiency during actual operation of 
an elevating work platform under the following conditions: 

((-)) (a) Under the direction of a qualified person; 

((-)) (b) In an area free of obstructions; and 

((-)) (c) Using an elevating work platform that is: 

((=)) G) The same model that they will be operating; 
((OR 

=)) or 

(ii) One that has similar controls and operating character- 
istics. 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-50015 Operator training records. 
((Mou-must: 

*)) You must retain records of the operators trained on 
each model of elevating work platform for at least: 

((-)) (1) Three years for manually propelled and boom- 
supported elevating work platforms; ((ANB 

-)) and 

(2) Four years for self-propelled elevating work plat- 
forms. 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-600 Section contents. 

Summary 

((HPORFANT)) Important: 

This section applies to manually propelled, self-pro- 
pelled, and boom-supported elevating work platforms. 

Your responsibility: 

To meet these requirements when operating elevating 
work platforms. 


(WAE296-869-60005. 


[111] 


WSR 15-23-086 


You must meet the 
requirements ... 
Intended use 


Workplace survey 
Hazardous locations 

Set up 

Travel speed 

Driving 

Elevating and lowering the 
platform 

Working from the platform | WAC 296-869-60040 


Malfunctions or unsafe con- | WAC 296-869-60045 
ditions 


in this section: 
WAC 296-869-60005, 
WAC 296-869-60010 
WAC 296-869-60015. 
WAC 296-869-60020 
WAC 296-869-60025 
WAC 296-869-60030 
WAC 296-869-60035. 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-60005 Intended use. ((Yeu-must: 


«)) You must make sure elevating work platforms are 
used only for their intended purpose as specified by the man- 
ufacturer. 


Note: Misuse of an elevating work platform includes, but is not lim- 
ited to: 
((*)) 1. Using the elevating work platform as a crane. 
((*)) 2. Using the platform to jack the wheels off the ground 
unless the machine was designed for that purpose by the man- 
ufacturer, 
((*)) 3. Operating the elevating work platform from a truck, 
trailer, railway car, floating vessel, scaffold, or similar equip- 
ment unless the application is approved in writing by the man- 
ufacturer. 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-60010 Workplace survey. ((4eu-must: 


*)) You must have the operator survey the area before 
and during use of an elevating work platform for hazards 
such as: 


((-)) (1) Drop-offs or holes; 

(©) (2) Slopes; 

((-)) (3) Bumps and floor obstructions; 

(©) (A Debris; 

((-)) (5) Overhead obstructions and high voltage conduc- 
tors; 


((-)) (6) Hazardous locations; 


((-)) (7) Inadequate surface and support to withstand the 
load imposed on them by the elevating work platform in all 
operating configurations; 


((-)) (8) Wind and weather conditions; 
((-)) (9) Unauthorized persons in the area; 
((-)) (10) Other possible unsafe conditions. 
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AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-60015 Hazardous locations. ((Yew 
mast: 

*)) (1) You must determine the hazard classification of 
any area where the elevating work platform will operate 
using National Fire Protection Association (NFPA) 505- 
2002, Fire Safety Standard for Powered Industrial Trucks 
Including Type Designations, Areas of Use, Conversions, 
Maintenance, and Operations. 

((*)) (2) You must make sure only approved elevating 
work platforms are used in Class I, II, or III locations. 

((*)) (3) You must make sure elevating work platforms 
are used in hazardous (classified) locations as follows: 

((-)) (a) Elevating work platforms authorized to be used 
in Class 1 locations are shown in Table 3, Approved Elevat- 
ing Work Platform Use in Class 1 Locations; 

((-)) (b) Elevating work platforms authorized to be used 
in Class 2 locations are shown in Table 4, Approved Elevat- 
ing Work Platform Use in Class 2 Locations; 

((-)) (c) Elevating work platforms authorized to be used 
in Class 3 locations are shown in Table 5, Approved Elevat- 
ing Work Platform Use in Class 3 Locations. 

((*)) (4) You must make sure elevating work platforms 
authorized to be used in unclassified locations are: 

((-)) (a) Approved elevating work platforms designated 
as Type D, E, G, or LP; ((ANB 

>) and 

(b) Elevating work platforms that meet the requirements 
of Type D, E, G, or LP elevating work platforms. 

((*)) (5) You must have operators report any hazardous 
atmosphere or location that becomes apparent while operat- 
ing the elevating work platform. 

(Definitions: 

-Anamelassified leeation is—an_area that's net desis— 
natedas-a-Class t+ 2 or 3 location 
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Table 3 
Approved Elevating Work Platform Use in Class 1 Locations 


Class 1 


Locations in which flammable gases or vapors are, or may be, present in the air in quantities sufficient to produce explosive or 
ignitable mixtures 


Division 1 
Conditions exist continuously, intermittently, or periodically 
under normal operating conditions. 


Division 2 
Conditions may occur accidentally, for example, due to a 
puncture of a storage drum. 


Group A Group B Group C Group D Group A Group B Group C Group D 
Acetylene Hydrogen Ethyl ether Acetone Acetylene Hydrogen Ethyl ether Acetone 
Alcohols Alcohols 
Benzene Benzene 
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Class 1 


Locations in which flammable gases or vapors are, or may be, present in the air in quantities sufficient to produce explosive or 
ignitable mixtures 


Division 1 Division 2 
Conditions exist continuously, intermittently, or periodically Conditions may occur accidentally, for example, due to a 
under normal operating conditions. puncture of a storage drum. 
Gasoline Gasoline 
Lacquer Lacquer 
Solvent Solvent 
No type can | No type can | Notypecan | Use thisele- | Notypecan | Notypecan | Notypecan | Use this ele- 
be used be used be used vating work | be used be used be used vating work 
platform platform 
type: type: 
EX DS 
DY 
ES 
EE 
EX 
GS 
LPS 
Table 4 


Approved Elevating Work Platform Use in Class 2 Locations 


Class 2 


Locations which are hazardous because of the presence of combustible dust 


Division 1 
Explosive mixture may be present under normal operating 
conditions, or where failure of equipment may cause the con- 
dition to exist simultaneously with arcing or sparking of elec- 


Division 2 
Explosive mixture not normally present, but where deposits of 
dust may cause heat rise in electrical equipment, or where 
such deposits may be ignited by arcs or sparks from electrical 


trical equipment, or where dusts of an electrically conducting equipment. 
nature may be present. 
Group E Group F Group G Group E Group F Group G 
Metal dust Carbon black Grain dust Metal dust Carbon black Grain dust 
Coal dust Flour dust Coal dust Flour dust 
Coke dust Starch dust Coke dust Starch dust 


Organic dust 


Organic dust 


No type can be 
used 


Use this elevating 
work platform 
type: 

EX 


Use this elevating 
work platform 
type: 

EX 


No type can be 
used 


No type can be 
used 


Use this elevating 
work platform 


type: 
DS 
DY 
ES 
EE 
EX 
GS 
LPS 
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Table 5 


Approved Elevating Work Platform Use in Class 3 Loca- 


tions 


Class 3 
Locations where easily ignitable fibers or flyings are pres- 
ent but not likely to be in suspension in quantities sufficient 
to produce ignitable mixtures 


Division 1 
Locations in which easily 
ignitable fibers or materials 
producing combustible fly- 


Division 2 
Locations in which easily 
ignitable fibers are stored or 
handled (except in the pro- 


ings are handled, manufac- 
tured, or used. 


cess of manufacture). 


Use this elevating work Use this elevating work 
platform type: platform type: 


DY DS 
EE DY 
EX E 


GS 
LPS 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-60020 Set up. ((Yeu-must 

*)) (1) You must prohibit positioning the elevating work 
platform against another object in order to steady the plat- 
form. 

((*)) (2) You must do the following when other moving 
equipment or vehicles are present: 

((-)) (a) Take special precautions to meet the require- 
ments of local ordinances or workplace safety standards; 
((AND 

-)) and 

(b) Use warnings such as, but not limited to, flags, roped- 
off areas, flashing lights and barricades. 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-60025 Travel speed. You must make 
sure the operator limits travel speed according to conditions, 
including: 

((*)) (1) Condition of the ground or support surface; 

((*)) (2) Congestion; 

((*)) (3) Visibility; 

(©) (4) Slope; 

((*)) (5) Location of personnel; 

((*)) (6) Other factors that may create a hazard of colli- 
sion or injury to personnel. 


Permanent 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-60030 Driving. 

((4PORFANF:)) Important: 

This section does not apply to manually propelled elevat- 
ing work platforms. 

((“¥Yousmust: 

*)) (1) You must make sure the operator does all of the 
following before and while driving with the platform ele- 
vated: 

((-)) (a) Maintains a clear view of the path of travel; 

((-)) (b) Keeps a safe distance from obstacles, debris, 
drop-offs, holes, depressions, ramps, and other hazards to 
safe travel; 

((-)) (c) Keeps a safe distance from overhead obstacles. 

((*)) (2) You must prohibit stunt driving and horseplay. 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-60035 Elevating and lowering the 
platform. ((¥owmast: 


*)) (1) You must have the operator make sure all of the 
following are done before each elevation of the platform: 


((-)) (a) The elevating work platform is on a surface that 
is within the limits specified by the manufacturer; 

((-)) (b) Outriggers, stabilizers, extendable axes, or other 
stability enhancing means are used as required by the manu- 
facturer; 

((-)) (c) Guardrails are installed and access gates or 
openings are closed per the manufacturer's instructions; 

((-)) (d) The load and its distribution on the platform and 
any platform extension does not exceed the manufacturer's 
rated capacity for the configuration being used; 


((-)) (e) There is adequate clearance from overhead 
obstructions; 

((-)) £) The minimum safe approach distance (MSAD) 
to energized power lines and parts listed in Table 6, Mini- 
mum Safe Approach Distance, is maintained; 

((-)) (g) All persons on the platform are wearing fall pro- 
tection devices and other safety gear if required. 


((*)) (2) You must prevent rope, electric cords, hoses and 
similar objects from becoming entangled with the platform. 


((*)) (3) You must have the operator make sure the area 
is clear of personnel and equipment before lowering the plat- 
form. 


((*)) (4) You must remove all personnel from a platform 
that has been caught, snagged, or otherwise prevented from 
normal motion before attempting to free it using ground con- 
trols. 

Note: If possible, reverse the platform controls to free a platform that 


is caught, snagged, or otherwise prevented from normal motion 
by an adjacent structure or other obstacle. 
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Table 6 
Minimum Safe Approach Distance 


Minimum Safe 
Approach Distance 


3 feet (0.9 m) 


Voltage 
Less than 300 volts 
(insulated lines) 
Less than 300 volts 
(uninsulated lines) 
300 volts to 50 kv 
More than 50 kv 


10 feet (3.1 m) 


10 feet (3.1 m) 


10 feet (3.1 m) + 0.4 inches (1.0 cm) 
for each 1 kv over 50 kv 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-60040 Working from the platform. 
((Meumust: 

*)) (1) You must make sure persons working from the 
platform: 

((-)) (a) Keep a firm footing on the platform; ((ANB 

-)) and 

(b) Do not use guardrails, planks, ladders, or any other 
device to gain additional height or reach, 

((*)) (2) You must make sure all persons on the platform 
of boom-supported elevating work platforms wear a full body 
harness and lanyard fixed to manufacturer provided and 
approved attachment points. 

((*)) G) You must make sure the rated capacities of the 
platform are not exceeded when transferring loads to the plat- 
form at any height. 


Note: Guardrails are the primary means of fall protection for manu- 
ally propelled elevating work platforms. 


AMENDATORY SECTION (Amending WSR 06-19-073, 
filed 9/19/06, effective 1/1/07) 


WAC 296-869-60045 Malfunctions or unsafe condi- 
tions. ((¥owmuast: 


*)) You must make sure operators, if they suspect a mal- 
function of the elevating work platform or encounter any haz- 
ard or potentially unsafe condition, do all of the following: 


((-)) (1) Cease operation. 
((-)) (2) Report the problem or malfunction, 
((-)) (3) Discontinue using the elevating work platform 


until problems or malfunctions that affect safe operation have 
been corrected. 


REPEALER 


The following section of the Washington Administrative 
Code is repealed: 


WAC 296-869-700 Definitions. 
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NEW SECTION 


WAC 296-870-099 Definitions. 

Anemometer. An instrument for measuring wind veloc- 
ity. 

Angulated roping. A suspension method where the 
upper point of suspension is inboard from the attachments on 
the suspended unit, thus causing the suspended unit to bear 
against the face of the building. 

Building face rollers. A specialized form of guide roller 
designed to ride on the face of the building wall to prevent the 
platform from abrading the face of the building and to assist 
in stabilizing the platform. 

Building maintenance. Operations such as window 
cleaning, caulking, metal polishing, reglazing, and general 
maintenance on building surfaces. 

Cable. A conductor, or group of conductors, enclosed in 
a weatherproof sheath, that may be used to: 

¢ Supply electrical power or control current for equip- 
ment; 

or 

e Provide voice communication circuits. 

Carriage. A wheeled vehicle used for the horizontal 
movement and support of other equipment. 

Certification. A written, signed, and dated statement 
confirming the performance of a requirement. 

Combination cable. A cable having both steel structural 
members capable of supporting the platform, and copper or 
other electrical conductors insulated from each other and the 
structural members by nonconductive barriers. 

Competent person. Someone who: 

e Is capable of identifying existing and predictable haz- 
ards in the surroundings or working conditions which are 
unsanitary, hazardous, or dangerous to employees; 

and 

e Has the authority to take prompt corrective measures to 
eliminate them. 

Continuous pressure. Operation of a control by requir- 
ing constant manual actuation for the control to function. 

Control. A system or mechanism used to regulate or 
guide the operation of equipment. 

Davit. A device, used singly or in pairs, for suspending a 
powered platform from work, storage and rigging locations 
on the building being serviced. Unlike outriggers, a davit 
reacts its operating load into a single roof socket or carriage 
attachment. 

Design factor. The ratio of the rated strength of the sus- 
pension wire rope to the rated working load. It is calculated 
using the following formula: 


F=(Sx N)/W 

Where: 

F = Design factor 

S = Manufacturer's rated strength of one suspension rope 

N = Number of suspension ropes under load 

W = Rated working load on all ropes at any point of 
travel. 


Equivalent. Alternative design, material or method to 
protect against a hazard. You have to demonstrate it provides 
an equal or greater degree of safety for employees than the 
method, material or design specified in the rule. 


Permanent 


WSR 15-23-086 


Existing installation. A permanent powered platform 
installation that: 

e Was completed before July 23, 1990; 

and 

e Has had no major modification done after July 23, 
1990. 

Ground rigged davit. A davit which cannot be used to 
raise a suspended working platform above the building face 
being serviced. 

Ground rigging. A method of suspending a working 
platform starting from a safe surface to a point of suspension 
above the safe surface. 

Guide button. A building face anchor designed to 
engage a guide track mounted on a platform. 

Guide roller. A rotating cylindrical member that pro- 
vides continuous engagement between the suspended or sup- 
ported equipment and the building guides. It may operate 
separately or as part of a guide assembly. 

Guide shoe. A device that is similar to a guide roller but 
is designed to provide a sliding contact between the shoe and 
the building guides. 

Hoisting machine. A device intended to raise and lower 
a suspended or supported unit. 

Installation. A powered platform installation consists of 
all the equipment and the parts of the building involved with 
using the powered platform for building maintenance. 

Interlock. A device designed to ensure that operations 
or motions occur in proper sequence. 

Intermittent stabilization. A method of platform stabi- 
lization in which the angulated suspension wire ropes are 
secured to regularly spaced building anchors. 

Lanyard. A flexible line of rope, wire rope or strap 
which is used to secure the body harness to a deceleration 
device, lifeline or anchorage. 

Lifeline. A component consisting of a flexible line that 
connects to an anchorage at one end to hang vertically (verti- 
cal lifeline), or that connects to anchorages at both ends to 
stretch horizontally (horizontal lifeline). It serves as a means 
for connecting other components of a personal fall arrest sys- 
tem to the anchorage. 

Live load. The total static weight of workers, tools, 
parts, and supplies that the equipment is designed to support. 

New installation. A permanent powered platform instal- 
lation that was completed, or an existing installation that has 
had major modifications done, after July 23, 1990. 

Operating control. A mechanism regulating or guiding 
the operation of equipment that makes sure the equipment 
operates in a specific mode. 

Operating device. A push button, lever, or other manual 
device used to actuate a control. 

Outrigger. A device, used singly or in pairs, for sus- 
pending a working platform from work, storage, and rigging 
locations on the building being serviced. Unlike davits, an 
outrigger reacts its operating moment load as at least two 
opposing vertical components acting into two or more dis- 
tinct roof points and/or attachments. 

Poured socket. A method of providing wire rope termi- 
nation in which the ends of the rope are held in a tapered 
socket by means of poured spelter or resins. 
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Primary brake. A brake designed to be applied auto- 
matically whenever power to the prime mover is interrupted 
or discontinued. 

Prime mover. The source of mechanical power for a 
machine. 

Rated load. The manufacturer's specified maximum 
load. 

Rated strength. The strength of wire rope, as designated 
by its manufacturer or vendor, based on standard testing pro- 
cedures or acceptable engineering design practices. 

Rated working load. The combined static weight of 
workers, materials, and suspended or supported equipment. 

Registered professional engineer. A person who has 
been duly and currently registered and licensed by an author- 
ity within the United States or its territories to practice the 
profession of engineering. 

Roof-powered platform. A powered platform having 
the raising and lowering mechanism located on the roof. 

Roof-rigged davit. A davit used to raise the suspended 
working platform above the building face being serviced. 
This type of davit can also be used to raise a suspended work- 
ing platform which has been ground rigged. 

Rope. The equipment, such as wire rope, that is used to 
suspend a component of an equipment installation. 

Safe surface. A horizontal surface that provides reason- 
able assurance that personnel occupying the surface will be 
protected from falls. This protection can be provided by loca- 
tion, a fall protection system, or other equivalent method. 

Secondary brake. A brake designed to arrest the 
descent of the suspended or supported equipment in the event 
of an overspeed condition. 

Stability factor. The ratio of the stabilizing moment to 
the overturning moment. 

Stabilizer tie. A flexible line connecting the building 
anchor and the suspension wire rope supporting the platform. 

Supported equipment. Building maintenance equip- 
ment that is held in or moved to its working position by 
means of attachment directly to the building or extensions of 
the building being maintained. 

Suspended equipment. Building maintenance equip- 
ment that is suspended and raised or lowered to its working 
position by means of ropes or combination cables attached to 
some anchorage above the equipment. 

Tie-in guides. The portion of a building that provides 
continuous positive engagement between the building and a 
suspended or supported unit during its vertical travel on the 
face of the building. 

Transportable outriggers. Outriggers designed to be 
moved from one work location to another. 

Type F powered platform. A powered platform that has 
both of the following characteristics: 

¢ The working platform is suspended by at least four wire 
ropes and designed so that failure of any one wire rope will 
not substantially alter the normal position of the working 
platform; and 

e Only one layer of hoisting rope is permitted on the 
winding drums. 

Type T powered platform. A powered platform instal- 
lation that has a working platform suspended by at least two 
wire ropes. The platform will not fall to the ground if a wire 
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rope fails, but the working platform's normal position would 
be upset. 

Weatherproof. Constructed or protected so that expo- 
sure to the weather will not interfere with successful opera- 
tion. 

Winding drum hoist. A type of hoisting machine that 
accumulates the suspension wire rope on the hoisting drum. 

Working platform. The suspended or supported equip- 
ment intended to provide access to the face of the building 
and manned by persons engaged in building maintenance. 

Wrap. One complete turn of the suspension wire rope 
around the surface of a hoist drum. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-100 Scope. This chapter covers perma- 
nent powered platform installations dedicated to interior or 
exterior building maintenance of a specific structure or group 
of structures. 

Building maintenance includes, but is not limited to, 
tasks such as window cleaning, caulking, metal polishing, 
and reglazing. 


((Exemptien:)) This chapter does not apply to suspended scaffolds cov- 
EXEMPTION: ered by a separate chapter, Scaffolds, chapter 296-874 
WAC. 
(Definition: 


A-powered_platform installation—coensists—of alt the 
equipmentand the-parts-of the building invelved with using 
the- powered _platform for building maintenance: )) 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-200 Section contents. 

Your responsibility: 

To meet these requirements when using powered plat- 
forms. 


((WAE296-870-20005. 
WAC296-870-20040 
Personnel requirements- 
WAC 296-870-20015 
Platferm-and heistleadtimis. 
WAC 296-870-200920 
WAC 296-870-20925 
Wind and adversesveather. 
WAC 296-870-20030 
Corrosive substances: 
WAC296-870-20035 
Heat-producing processes- 


Communications: )) 
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You must meet the 
Building owner certifica- 
tions 


in this section: 
WAC 296-870-20005 


WAC 296-870-20010 
WAC 296-870-20015 


Personnel requirements 


Platform and hoist load lim- 
its 


Obstructions and slipping | WAC 296-870-20020 


hazards 


WAC 296-870-20025 
WAC 296-870-20030 
WAC 296-870-20035 
WAC 296-870-20040 
WAC 296-870-20045 


Wind and adverse weather 


Corrosive substances 


Heat-producing processes 


Fall protection 
Communications 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-20005 Building owner certifications. 
((Yeu-must: 


*)) You must obtain written certification from the build- 
ing owner of any building with a powered platform installa- 
tion that was completed or had major modification done after 
July 23, 1990, that the building and equipment meets the 
requirements of new installations-buildings, WAC 296-870- 
600 and new installations-equipment, WAC 296-870-700 of 
this chapter. 


Note: The building owner needs to base the certification on: 

((*)) 1. The field test of the installation done before it is first 
placed into service or following any major modification to an 
existing installation; 

AND 

((*)) 2. All other relevant available information, including but 
not limited to: 

((-)) a. Test data; 

((-)) b. Equipment specifications; 

((-)) c. Verification by a registered professional engineer. 


((Seu-mrust: 


*)) You must obtain written certification from the build- 
ing owner that the installation: 


((-)) (1) Has been inspected, tested, and maintained as 
required by inspection, testing, and maintenance, WAC 296- 
870-300 of this chapter; (ANB 

-)) and 

(2) All fall protection anchorages meet the requirements 
of Appendix C—Personal fall arrest system, WAC 296-24- 
88050, found in the General safety and health standards, 
chapter 296-24 WAC. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-20010 Personnel requirements. ((¥eu 
mast: 
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*)) (1) You must prohibit employees from using the 
installation until the building owner has provided the 


required written certifications. 

((*)) (2) You must make sure working platforms are 
operated only by persons proficient in the operation, safe use 
and inspection of the particular working platform. 


References: ((*)) 1. Building owner certification requirements are 
found in Building owner certifications, WAC 296-870- 
20005. 

((*)) 2. Training requirements for persons using plat- 
forms are found in Existing installations, WAC 296-870- 
400. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-20015 Platform and hoist load limits. 
((Yeu-must: 

*)) (1) You must make sure the load on the working plat- 
form does not exceed the rated load stated on the platform 
load rating plate. 

((*)) (2) You must make sure hoists are not subjected to 
a load greater than one hundred twenty-five percent of their 
rated load. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-20020 Obstructions and slipping haz- 
ards. ((Yeumust: 

*)) (1) You must prohibit the accumulation of tools, 
materials and debris on the platform that are not related to the 
work in progress. 

((*)) (2) You must make sure stabilizer ties are: 

((-)) (a) Located to allow movement along the full length 
of the platform without interference; ((ANB 

-)) and 

(b) Long enough not to become entangled in rollers, 
hoists, or other machinery. 

((*)) (3) You must prohibit employees from working on 
platforms covered with snow, ice, or other slippery material. 


(Exemption) 
EXEMPTION: 


Employees may be on platforms as necessary to remove 
the slipping hazard. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-20025 Wind and adverse weather. 
((Yeu-must: 

*)) (1) You must prohibit using powered platforms in: 

((-)) (a) Winds exceeding twenty-five miles per hour 
(40.2 km/hr); ((OR 


-)) or 

(b) Any other severe adverse weather conditions. 
((Exemptien:)) Employees may use the platform during severe adverse 
EXEMPTION: weather conditions only to move it from an operating to 


a storage position. 


((Moumust: 

*)) (2) You must have an anemometer mounted on the 
platform of an exterior installation to provide on-site wind 
velocities before and during use of the platform. 
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Note: ((*)) 1. Determine wind speed using the best available informa- 
tion, including on-site anemometer readings and local weather 
forecasts. 

((*)) 2. The anemometer may be a portable or hand held unit 


which is temporarily mounted during platform use. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-20030 Corrosive substances. ((¥eu 
mast: 

*)) (1) You must protect the platform, wire ropes, and 
lifelines from damage due to acids or other corrosive sub- 
stances by using the precautions recommended by any of the 
following: 

((-)) (a) Corrosive substance producer or supplier; 

((-)) (b) Platform manufacturer; 

((-)) (c) Other equivalent information source. 

((*)) (2) You must wash down platform members which 
have been exposed to acids or other corrosive substances 
with a neutralizing solution as recommended by the corrosive 
substance producer or supplier. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-20035 Heat-producing processes. 
((Seu-mrust: 

*)) (1) You must protect the platform members, wire 
ropes, and lifelines when using a heat-producing process. 

((*)) (2) You must make sure wire ropes and lifelines 
which have been contacted by a heat-producing process are 
considered to be permanently damaged and not used. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-20040 Fall protection. ((Yeuamust: 

«)) You must protect employees on working platforms 
with a personal fall arrest system that meets the requirements 
of Appendix C—Personal fall arrest system, WAC 296-24- 
88050, found in the General safety and health standards, 
chapter 296-24 WAC. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-20045 Communications. ((Yeumust: 

«)) You must make sure the voice communication system 
between the equipment operators and persons stationed 
within the building is operable and manned whenever the 
platform is being used. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-300 Section contents. 

Summary 

Your responsibility: 

To make sure powered platforms are inspected, tested, 
and maintained to keep them in safe operating condition. 
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WAE296-870-30020 


WAC 296-870-30025 

Reshackdi i keti À : 

WAC 296-870-30030 

Disabling safetyor electrical protective devices-)) 


You must meet the 


requirements ... in this section: 


Maintenance WAC 296-870-30005 


Initial installation and after | WAC 296-870-30010 
major modification inspec- 


tion and testing 


WAC 296-870-30015 


Before use inspections and 
tests 


Periodic inspections and WAC 296-870-30020 


tests 


Reshackling and resocket- | WAC 296-870-30025 


ing wire ropes 


Disabling safety or electri- | WAC 296-870-30030 


cal protective devices 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-30005 Maintenance. ((¥Yowmust: 

*)) (1) You must make sure all parts of the equipment 
that affect safe operation are maintained in proper working 
order so they are able to perform their intended functions. 
This includes, but is not limited to, all of the following: 

((-)) (a) Roof systems including roof track systems, tie- 
downs, or similar equipment; 

((-)) (b) Building face guiding members including T- 
rails, indented mullions, or equivalent guides located in the 
face of a building; 

((-)) (c) Brackets for cable stabilizers. 

((*)) (2) You must take out of service any equipment that 
is not in proper working order. 

((*)) G) You must make sure the following parts are kept 
clean: 

((-)) (a) Control or power contacts and relays; ((ANÐ 

-)) and 

(b) All other parts whose proper function would be 
affected by dirt or other contaminants. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-30010 Initial installation and after 
major modification inspection and testing. ((Yeu-must: 
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*)) (1) You must make sure a completed powered plat- 
form installation has been inspected and tested by the build- 
ing owner: 

((-)) (a) Before it was first placed into service; ((ANÐ 

~)) and 

(b) Before it was returned to service after major modifi- 
cation was done. 

((*)) (2) You must make sure the inspection and tests 
determined that: 

((-)) (a) All parts of the installation met the applicable 
requirements of this chapter; ((ANB 

-)) and 

(b) All safety and operating equipment functioned as 
required. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-30015 Before use inspections and 
tests. ((You-must: 

«)) You must complete the inspections and tests con- 
tained in Table 1, Before Use Inspections and Tests, before 
allowing persons to use the platform. 


Table 1 
Before Use Inspections and Tests 
Inspection 
and test 
What: When: requirements: 
((Werkine-plat |- Befereevery | Inspectfervisible 
ferms-and then use defects 
components and 
« Aftereach 
eccurrence- 
hich miel 
affeetthe plat 
form's struc- 
G : 
; a Bek Visible 7 
wireropes use by-a-competent_ per 
and sonfor defeets and 
« Aftereach- 8 8 
occurrence- 
hich miel 
affeetthe wire 
oe ; 
Geverners-and | Befereuseeach | Fest beforeuse AE 
brakes ble-visuallynspeet- 
thebraketo-make- 
operate 
Permanent 
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Inspection 
and test 
What: When: requirements: 
Hei i aie 
| a lirecti i i 
nelbelowthetop- | intendedtoadte- 
elevation ofthe | make-sureithassuf- 
buildi Sej : 
raise personnel back 
te-the boarding 
tevel)) 
Working plat- |° Before every Inspect for visible 
forms and their use defects 
components and 
¢ After each 
occurrence 


which might 
affect the plat- 
form's struc- 


tural integrity 


Suspension Before every Visible inspection 


wire ropes use by a competent per- 
and son for defects and 
e After each gross damage 
occurrence 


which might 
affect the wire 


rope's integrity 


Governors and_ | Before use each Test before use. If 


secondary day testing is not feasi- 
brakes ble, visually inspect 
the brake to make 
sure it is free to 
operate 
Hoists Each day before | Test in the lifting 
lowering person- | direction with the 
nel below the top | intended load to 
elevation of the make sure it has suf- 
building ficient capacity to 


raise personnel back 


to the boarding level 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-30020 Periodic inspections and tests. 
((Yowmust: 

*)) (1) You must make sure the building owner has com- 
pleted and documented the periodic inspections and tests 
shown in Table 2. 

((*)) (2) You must make sure any documentation 
required by Table 2, Periodic Inspections and Tests, is readily 
available for your own review and that of the director or an 
authorized representative. 


Permanent 
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((*)) (3) You must make sure suspension wire rope is 
used and maintained as specified in the wire rope manufac- 


turer's recommended procedures. 

((*)) (4) You must remove from service a wire rope that 
has any of the following: 

((-)) (a) Broken wires exceeding three wires in one 
strand or six wires in one rope lay; 

((-)) (b) Distortion of rope structure such as would result 
from crushing or kinking; 

((-)) (c) Evidence of heat damage; 

((-)) (d) Evidence of rope deterioration from corrosion; 

((-)) (e) A broken wire within eighteen inches (460.8 
mm) of the end attachments; 

((-)) ®© Noticeable rusting and pitting; 

((-)) (g) Evidence of core failure. This could be indicated 
by a lengthening of rope lay, protrusion of the rope core and 
a reduction in rope diameter; 

((-)) (b) More than one valley break (broken wire); 

((-)) © Outer wire wear exceeds one-third of the original 
outer wire diameter; 

((-)) G) Any other condition which the competent person 
determines has significantly affected the integrity of the rope. 
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Table 2 


Periodic Inspections and Tests 


WSR 15-23-086 


What to inspect: 


When to inspect: 


Inspection and test requirements: 


Building owner documentation: 


Related building 
supporting struc- 
tures 


Intervals not exceeding 
twelve months 


Inspection by a competent person 


Keep acertification record of each 
inspection and test that includes 
all of the following: 


((-)) 1. Date of the inspection 

((-)) 2. Signature of the person 
who performed the 
inspection 

((-)) 3. Number, or other identi- 


fier, of the building sup- 
port structure and equip- 
ment which was 
inspected 


All parts of the 
equipment including 
control systems 


Intervals specified by the 
manufacturer or supplier, 
but not to exceed twelve 
months 


Inspection and test, where necessary, 
by a competent person to determine: 


(-)) L 


They are in safe operating 
condition; and 


(and 


Parts subject to wear, such 
as wire ropes, bearings, 
gears, and governors have 
not worn to such an extent 
as to affect the safe opera- 
tion of the installation 


-)) 2. 


Working platform 


((*)) Every thirty days; or 
(oF 

Before each work 
cycle if the work 


cycle is more than 
thirty days 


*)) 


Maintenance inspection and test by a 
competent person following proce- 
dures recommended by the manufac- 
turer 


Keep acertification record of each 
inspection and test that includes 
all of the following: 


((-)) 1. Date of the inspection 
and test 

((-)) 2. Signature of the person 
who performed the 
inspection and test 

((-)) 3. An identifier for the plat- 


form installation which 
was inspected 


Governors and sec- 
ondary brakes 


Intervals specified by the 
manufacturer or supplier, 
but not to exceed twelve 
months 


Inspection and test by a competent 
person. Results need to confirm: 


((-)) 1. The initiating device for 
the secondary braking sys- 
tem operates at the proper 


overspeed; and 
((and 


The secondary brake is 
functioning properly 


-)) 2. 


If any hoisting machine or initiating 
device for the secondary brake sys- 
tem is removed from the equipment 
for testing, reinspect all reinstalled 


[121] 


Permanent 


WSR 15-23-086 


Washington State Register, Issue 15-23 


What to inspect: When to inspect: 


Inspection and test requirements: 


Building owner documentation: 


and directly related components 
before returning the equipment 
installation to service 


Suspension wire ((*)) Once a month for 


A thorough inspection by a compe- 


Keep acertification record of each 


ropes ropes in service tent person monthly inspection that includes 
all of the following: 
((and ((-)) 1. Date of the inspection 
*)) Before they are ((-)) 2. Signature of the person 
returned to service who performed the 
for ropes that have inspection 
been out of service ((-)) 3. Number, or other identi- 
for thirty days or fier, of the wire rope 
more which was inspected 
AMENDATORY SECTION (Amending WSR 06-19-075, WAC296-870-40015 


filed 9/19/06, effective 1/1/07) 


WAC 296-870-30025 Reshackling and resocketing 
wire ropes. ((¥owmust: 

*)) (1) You must make sure the nondrum ends of hoisting 
wire ropes are reshackled or, if the rope uses poured socket 
fastenings, resocketed at intervals not exceeding twenty-four 
months. 

((*)) (2) You must make sure enough rope is cut from the 
end of the rope during reshackling or resocketing to remove 
any damaged or fatigued portions. 

((*)) (3) You must make sure resocketed ropes meet the 
requirements of Suspension wire ropes and rope connections, 
WAC 296-870-70085. 

((*)) (4) You must make sure limit switches affected by 
resocketed ropes are reset if necessary. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-30030 Disabling safety or electrical 
protective devices. ((Yeumust: 

*)) (1) You must make sure no person renders any 
required safety devices or electrical protective devices inop- 
erative unless necessary for tests, inspections, or mainte- 
nance. 

((*)) (2) You must restore any disabled devices to normal 
operating condition immediately after the test, inspection or 
maintenance is completed. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-400 Section contents. 

Summary 

Your responsibility: 

To train employees who operate or inspect powered plat- 
forms. 

(WAC 296-870-40005 

: Lirainine 

WAC-296-870-40040 

Emergeneyacton plan 


Permanent 
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Certification: )) 


You must meet the 
General training 
Emergency action plan 


in this section: 
WAC 296-870-40005. 
WAC 296-870-40010 
WAC 296-870-40015 


Certification 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-40005 General training. ((Yeu-must: 

*)) (1) You must make sure employees are trained by a 
competent person. 

((*)) (2) You must train employees who operate powered 
platforms in all of the following: 

((-)) (a) Recognizing safety hazards and the preventative 
measures to control or minimize hazards that are associated 
with: 

((#)) (i) Using powered platforms, including those that 
apply to the specific platform they will be operating; ((ANB 

=)) and 

(ii) Their individual work tasks. 

((-)) (b) Emergency action plan procedures; 

((-)) (c) Work procedures for operating, safely using and 
inspecting powered platforms. 

((*)) (3) You must provide written work procedures for 
operating, safely using, and inspecting working platforms to 
be used in employee training. 

Note: 


Visual presentations, such as graphics and pictures, may be 
used instead of written work procedures if it improves 
employee understanding. The powered platform system com- 
ponents manufacturers' operating manuals can serve as the 
basis for these work procedures. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-40010 Emergency action plan. ((¥eu 
mast: 
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*)) (1) You must make sure a written emergency action 
plan is developed and implemented for each kind of working 
platform operation that contains at least both of the follow- 
ing: 

((-)) (a) An explanation of the emergency procedures to 
be followed in the event of any of the following situations: 

((#)) i) Power failure; 

((#)) Gi) Equipment failure; 

((m)) Gii) Other emergencies which may be encountered. 

((-)) (b) That employees are informed about the building 
emergency escape routes, procedures and alarm systems. 

((*)) (2) You must review with each employee those 
parts of the plan they need to know to protect themselves in 
the event of an emergency: 

((-)) (a) Upon initial assignment; ((ANÐ 

-)) and 

(b) Whenever the plan is changed. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-40015 Certification. ((Yeu-must: 

*)) (1) You must certify in writing that employees have 
been trained in operating and inspecting a working platform. 

((*)) (2) You must make sure training certifications are: 

((-)) (a) Prepared when the employee has completed 
training; ((AND 

~)) and 

(b) Contain all of the following: 

((m)) (i) Name of the person trained; 

((m)) (ii) Signature of the person who conducted the 
training; 

((#)) Gii) Date training was completed. 

((*)) G) You must make sure the training certification is: 

((-)) (a) Maintained while the employee works for you; 
(CAND 

-)) and 

(b) Kept readily available for review by the director or an 
authorized representative. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-500 Section contents. 


((A4PORFANF:)) Summary 
Important: 


This section applies to permanent powered platform 
installations that meet all of the following: 

((*)) d) The installation was completed between August 
27, 1971, and July 24, 1990; 

((*)) (2) There has been no major modification to the 
installation after July 23, 1990; and 

((*)) (3) The working platforms use electric-powered, 
winding drum type hoisting machines. 
Note: ((*)) 1. Platforms operated by other types of power and using 
other types of hoisting machines are allowed if they: 
((-)) (a) Have adequate protective devices for the type of power 
used; ((4ND)) and 
((-)) (b) Provide reasonable safety for persons using or exposed 
to the equipment. 


WSR 15-23-086 


((*)) 2. Other types of hoisting machines include, but are not 
limited to, machines such as traction drum hoisting machines, 
air powered machines, hydraulic powered machines, and inter- 
nal combustion machines. 


(Definition: 
erg peas P 


—Was-completed before Aity 23,1990: 
AND 
Has-had nemafermeodiication_dene—after_ hy 23, 
+990-)) 

Your responsibility: 

To make sure powered platform installations completed 
between August 27, 1971, and July 24, 1990, meet these 
building and equipment requirements. 

(WAG296-870-50005. 

Desien_eonstruction, and instalation: 

WAC 296-870-S0010 


Fal pretection- 
WAC 296-870-S0015 
Electrieal)) 


You must meet the 
requirements ... 
Design, construction, and 


in this section: 
WAC 296-870-50005 


installation 
Fall protection WAC 296-870-50010 
Electrical WAC 296-870-50015 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-50005 Design, construction, and 
installation. ((Yeu+must: 

*)) (1) You must make sure powered platforms desig- 
nated as Type F meet all the requirements in Part II of ANSI 
A120.1-1970, American National Standard Safety Require- 
ments for Powered Platforms for Exterior Building Mainte- 
nance. 

(Definition: 

A-Fype- pewered platform has both ofthe folowing 


—Fheswerkine platformis- suspended by atleast four wire 
repes-and desisned-se-that fature of any _onewire rope wilt 
netsubstantially alter the normal position of the works 
platform 

—Only-oneayer_of hoisting ropeis_permitted onthe 


Youanust: 

*)) (2) You must make sure powered platforms desig- 
nated as Type T meet all the requirements in Part III of ANSI 
A120.1-1970 American National Standard Safety Require- 
ments for Powered Platforms for Exterior Building Mainte- 
nance except ee section 28, Safety belts and lifelines. 


Permanent 
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AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-50010 Fall protection. ((Yeu-must: 

*)) (1) You must make sure the fall protection system of 
both Type F and Type T powered platforms meet the require- 
ments of Appendix C—Personal fall arrest system, WAC 
296-24-88050, found in the General safety and health stan- 
dards, chapter 296-24 WAC. 

((*)) (2) You must make sure working platforms have 
permanent guardrails that meet all of the following require- 
ments: 

((-)) (a) Guardrails on the building side (front) of the 
platform have a top rail that is not less that thirty-eight inches 
and not more than forty-five inches high. 

((-)) (b) Guardrails on the other three sides have a top rail 
that is not less than forty-five inches high. 

((-)) (c) Top rails are able to withstand a force of at least 
two hundred pounds. 

((-)) (d) Guardrails have a midrail around the entire plat- 
form between the top rail and the toeboard. 


Reference: Ramps and walkways that are four feet (1.2 m) or more 
above a lower level need to have a guardrail system. 
These requirements are found in Working Surfaces, 
Guarding Floors and Wall Openings, Ladders, Part J-1, 
in the General safety and health standards, chapter 296- 


24 WAC. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-50015 Electrical. ((Yeu-must: 

*)) (1) You must make sure electrical wiring and equip- 
ment meets the requirements of the National Electric Code, 
NFPA 70-1987, ANSI C1-1987, except as modified by ANSI 
A120.1-1970 American National Standard Safety Require- 
ments for Powered Platforms for Exterior Building Mainte- 
nance. 

((*)) (2) You must make sure runway conductor systems 
are: 

((-)) (a) Designed for use in exterior locations; ((ANB 

-)) and 

(b) Located to prevent contact with water or accumulated 
snow. 

((*)) (3) You must make sure conductors, collectors, and 
disconnecting means meet the requirements for cranes and 
hoists in Article 610 of the National Electrical Code, NFPA 
70-1987, ANSI C1-1987. 

((*)) (4) You must make sure the power conductors are 
paralleled by a grounded conductor that meets both of the fol- 
lowing: 

((-)) (a) It cannot be opened by the disconnecting means; 
((AND 

-)) and 

(b) The system is designed to not pose a hazard to per- 
sons in the area. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-600 Section contents. 


Permanent [124] 


Washington State Register, Issue 15-23 


((A4PORFANF:)) Summary 
Important: 


This section applies to permanent powered platform 
installations that meet either of the following: 

((*)) (1) Were completed after July 23, 1990; 

OR 

((*)) (2) Have had major modifications done to an exist- 
ing installation after July 23, 1990. 

(Definition: 

ation i 1 plath 


instalation thatavas-comptleted_oran existing instalation 

that has had major modifications done, after tity 231990.)) 

Note: If affected parts of the building meet the requirements of the 
edition of American National Standard Institute/American 
Society of Mechanical Engineers ANSI/ASME A120.1, Safety 
Requirements for Powered Platforms for Building Mainte- 
nance, that was in effect when the powered platform installa- 
tion was completed, they will be considered to meet the 
requirements of this section. 


Your responsibility: 

To make sure new powered platform installations meet 
these building requirements. 

(WAG296-870-60005. 


Communications-)) 


You must meet the 
requirements ... 
Design 
Stabilization systems 


in this section: 
WAC 296-870-60005. 
WAC 296-870-60010 
WAC 296-870-60015 


Intermittent stabilization 
system 

Button guide stabilization 
system 

Stabilization system using 
angulated roping and build- 
ing face rollers 

Cable stabilization 


WAC 296-870-60020 


WAC 296-870-60025 


WAC 296-870-60030 
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You must meet the 
requirements ... 
Electrical 


in this section: 
WAC 296-870-60035 
WAC 296-870-60040 


Guarding roofs and other 
elevated areas 


WAC 296-870-60045 
WAC 296-870-60050 
WAC 296-870-60055 


Moving equipment 


Repair and maintenance 


Communications 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-60005 Design. ((Yeumust: 


*)) (1) You must make sure structural supports, tie- 
downs, tie-in guides, anchoring devices and any affected 


parts of the building included in the installation are designed 
by, or under the direction of, a registered professional engi- 
neer experienced in such design. 

((*)) (2) You must make sure affected parts of the build- 
ing are capable of sustaining all the loads imposed by the 
equipment. 

((*)) (3) You must make sure exterior installations are 
capable of withstanding prevailing climatic conditions. 

((*)) (4) You must make sure the affected parts of the 
building allow employees to use the equipment without being 
exposed to a hazardous condition. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-60010 Stabilization systems. ((¥eu 
must 


*)) (1) You must make sure the exterior of each building 
is provided with at least one of the following stabilization 
systems: 


((-)) (a) Continuous tie-in guides; 

((-)) (b) Intermittent stabilization system; 

((-)) (c) Button guide stabilization system; 

((-)) (d) System using angulated roping and building face 
rollers; 

((-)) (e) System equivalent to a continuous tie-in guide 
system. 


(Exemption) 
EXEMPTION: 


e Tie-in guides may be eliminated for not more than sev- 
enty-five feet (22.9 m) of the uppermost elevation of the 
building if: 

((-)) 1. Using tie-in guides there is not feasible due to 
building design; 

AND 

((-)) 2. Angulated roping is used that provides a stabiliz- 
ing force of at least ten pounds (44.4 n) under all condi- 
tions of loading. 


((Xouwmust: 


*)) (2) You must make sure embedded tie-down anchors, 
fasteners, and affected structures are corrosion-resistant. 
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AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-60015 Intermittent stabilization sys- 
tem. 


Note: This system may be used with a continuous tie-in guide system 


on the same building as long as the requirements for each sys- 
tem are met. 


((Yowmust: 

*)) (1) You must make sure an intermittent stabilization 
system: 

((-)) (a) Keeps the equipment in constant contact with the 
building; ((ANÐ 

-)) and 

(b) Prevents sudden horizontal movement of the plat- 
form. 

((*)) (2) You must make sure building anchors are 
located vertically so that: 

((-)) (a) The distance between anchors is not more than 
three floors or fifty feet (15.3 m), whichever is less; ((ANB 

-)) and 

(b) Attaching the suspension ropes to the stabilizer ties 
will not cause the platform to move horizontally across the 
face of the building. 

((*)) G) You must make sure the anchors are positioned 
horizontally on the building face so as to be symmetrical 
about the platform suspension ropes. 


((*)) (4) You must make sure building anchors: 

((-)) (a) Are easily seen by employees; ((ANB 

-)) and 

(b) Allow a stabilizer tie attachment for each of the plat- 
form suspension ropes at each vertical interval. 

((*)) (5) You must make sure building anchors that 
extend beyond the face of the building have no sharp edges or 
points. 

((*)) (6) You must make sure building anchors do not 
interfere with the handling or operation of cables, suspension 
wire ropes and lifelines that may be in contact with the build- 
ing face. 

((*)) (7) You must make sure the building anchors and 
components can sustain, without failure, at least four times 
the maximum anticipated load applied or transmitted to them. 

((*)) (8) You must make sure the building anchors and 
stabilizer ties can sustain the anticipated horizontal and verti- 
cal loads from winds specified for roof storage design which 
may act on the platform and wire ropes if the platform is 
stranded on the building face. 

((*)) (9) You must make sure the minimum design wind 
load for each anchor is three hundred pounds (1334 n) if two 
anchors share the wind load. 

((*)) 10) You must make sure one building anchor and 
stabilizer tie can sustain the wind load if either: 

((-)) (a) The building anchors have different spacing than 
the suspension wire rope; ((@R 

-)) or 

(b) The building requires different suspension spacings 
on one platform. 


Permanent 
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AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-60020 Button guide stabilization sys- 
tem. ((4eusmst: 

*)) (1) You must make sure the guide buttons are: 

((-)) (a) Coordinated with the platform guide tracks and 
other platform-mounted equipment; ((ANB 

-)) and 

(b) Located on the building so they properly engage the 
guide tracks mounted on the platform. 

((*)) (2) You must make sure two guide buttons engage 
each guide track at all times except for the initial engage- 
ment. 

((*)) (3) You must make sure guide buttons that extend 
beyond the face of the building have no sharp edges or points. 

((*)) (4) You must make sure guide buttons do not inter- 
fere with the handling or operation of cables, suspension wire 
ropes and lifelines that may be in contact with the building 
face. 

((*)) (5) You must make sure guide buttons, connections, 
and seals are either: 

((-)) (a) Able to sustain, without damage, at least the 
weight of the platform; ((OR 

-)) or 

(b) Are prevented by the guide tracks or guide track con- 
nectors from having the weight of the platform and its attach- 
ments transmitted to them. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-60025 Stabilization system using 
angulated roping and building face rollers. ((Youmast: 

*)) (1) You must make sure a stabilization system using 
angulated roping and building face rollers does all of the fol- 
lowing: 

((-)) (a) Keeps the equipment in continuous contact with 
the building face; 

((-)) (b) Prevents sudden horizontal movement of the 
platform; and 

((-)) (c) Maintains a stabilizing force of at least ten 
pounds (44.4 n) against the face of the building. 

((*)) (2) You must make sure the suspended portion of 
the equipment is not used more than one hundred thirty feet 
(39.6 m) above a safe surface or ground level. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-60030 Cable stabilization. ((Yew 
mast: 

*)) (1) You must make sure hanging lifelines and all 
other cables not in tension are stabilized after the initial two 
hundred feet (61 m) of vertical travel of the working platform 
and every two hundred feet (61 m) thereafter. 

((*)) (2) You must make sure hanging cables which are in 
constant tension, other than suspended wire ropes, are stabi- 
lized after an initial six hundred feet (183 m) of vertical travel 
of the working platform and at intervals of six hundred feet 
(183 m) or less thereafter. 


Permanent 
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AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-60035 Electrical. ((Yeu-must: 

*)) (1) You must make sure, when full load is applied to 
the equipment power circuit, that the building electrical wir- 
ing does not allow more than a five percent voltage drop from 
the building service vault voltage at any power circuit outlet 
used by the powered platform installation. 

((*)) (2) You must make sure the equipment power cir- 
cuit is provided with a disconnect switch that is all of the fol- 
lowing: 

((-)) (a) Able to be locked in either the "off" or "on" posi- 
tion; 

((-)) (b) Conveniently located with respect to the primary 
operating area of the equipment to allow equipment operators 
access to the switch; and 

((-)) (c) Locked in the "on" position when the equipment 
is being used. 

((*)) (3) You must make sure the powered platform 
equipment power supply is an independent electrical circuit 
that remains separate from all other equipment within or on 
the building. 


((Exemptien:)) The equipment power circuit may be connected to the 

EXEMPTION: electrical circuit supplying power to hand tools used in 
conjunction with the equipment. 

Note: If the building is provided with an emergency power system, 


the equipment power circuit may also be connected to the 
emergency power system. 


Reference: Unless otherwise specified in this section, building elec- 
trical installations have to meet the requirements of Elec- 
trical, Part L, in the General safety and health standards, 


chapter 296-24 WAC. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-60040 Guarding roofs and other ele- 
vated areas. ((“Yeumst: 

*)) (1) You must make sure employees working on a roof 
or other elevated working area four feet (1.2 m) or more 
above an adjacent safe surface are protected by a perimeter 
guarding system. 


Reference: 


Requirements for the perimeter guarding system are 
found in Guarding floor and wall openings and holes, 
WAC 296-24-750, found in the General safety and health 
standards, chapter 296-24 WAC. 


((Xowmust: 

*)) (2) You must make sure the inboard face of the perim- 
eter guard is: 

((-)) (a) Not more than six inches (152 mm) inboard of 
the inside face of a barrier such as the parapet wall or roof 
edge curb; ((ANB 

-)) and 

(b) Not more than eighteen inches (457 mm) from the 
face of the building. 

((*)) (3) You must make sure an elevated track system 
that is designed to be traversed by carriage-supported equip- 
ment and located four feet (1.2 m) or more above an adjacent 
safe surface is either: 
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((-)) (a) Provided with a walkway and guardrail system; 
((OR 

-)) or 

(b) Has a working platform that can be lowered, as part 
of normal operations, to the lower safe surface. 


((*)) (4) You must make sure personnel have a safe way 
to access and to egress from the lower safe surface. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-60045 Moving equipment. ((Yeur 
mast: 

*)) (1) You must make sure all carriages and carriage- 
supported equipment can be traversed to a safe area for stor- 
age and maintenance. 


((*)) (2) You must make sure operational areas for track- 
less type equipment have structural stops, such as curbs, to 
prevent equipment from traveling outside its intended travel 
area. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-60050 Repair and maintenance. ((Yeu 
mast: 

*)) You must make sure repair or major maintenance of 
parts of the building that provide primary support for sus- 
pended equipment does not affect the ability of the building 
to meet the requirements of this chapter. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-60055 Communications. ((¥owmust: 

*)) You must make sure an effective two-way voice com- 
munication system is provided between the equipment oper- 
ators and persons stationed within the building. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-700 Section contents. 


(GAMPORFANF:)) Summary 
Important: 


This section applies to permanent powered platform 
installations that meet either of the following: 


((*)) d) Were completed after July 23, 1990; 
OR 


((*)) (2) Have had major modifications done to an exist- 
ing installation after July 23, 1990. 


(Definition: 
ee adic 


ennai en eis oe ted 
that has had major modifications done_after Fuly 23, 1990.) 
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Note: If the powered platform equipment meets the requirements of 
the edition of American National Standard Institute/American 
Society of Mechanical Engineers ANSI/ASME A120.1, Safety 
Requirements for Powered Platforms for Building Mainte- 
nance, that was in effect when the powered platform installa- 
tion was completed, it will be considered to meet the require- 
ments of this section. 


Your responsibility: 

To make sure equipment used with new powered plat- 
form installations meets these requirements. 

(VAC 296-870-70005 


Control circuits, power-cireutts-_and electrical protective 


deviees:)) 


You must meet the. 
requirements ... 
Design and construction WAC 296-870-70005 
Carriages WAC 296-870-70010 
Carriage strength and stabil- | WAC 296-870-70015 
ity 


in this section: 


Carriage traversing WAC 296-870-70020 


Transportable outriggers WAC 296-870-70025 


Davits WAC 296-870-70030 


Permanent 


WSR 15-23-086 


You must meet the 


requirements ... in this section: 


Hoisting machines WAC 296-870-70035 


Suspended equipment WAC 296-870-70040 


strength and stability 


Suspended equipment WAC 296-870-70045 


guardrail system 


Suspended working plat- WAC 296-870-70050 
forms and manned plat- 
forms used on supported 


equipment 


Working platform fall pro- | WAC 296-870-70055 


tection 


Two- and four-point sus- WAC 296-870-70060 


pended working platforms 


Ground-rigged working WAC 296-870-70065 


platforms 


Intermittently stabilized WAC 296-870-70070 


working platforms 


Button guide stabilized WAC 296-870-70075 


working platforms 


Supported equipment WAC 296-870-70080 


WAC 296-870-70085 


Suspension wire ropes and 
rope connections 


Control circuits, power cir- | WAC 296-870-70090 
cuits and electrical protec- 


tive devices 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-70005 Design and construction. 

((H4PORFANT:)) Important: 

This section applies to equipment which is part of a pow- 
ered platform installation, such as platforms, stabilizing com- 
ponents, carriages, outriggers, davits, hoisting machines, 
wire ropes and electrical components. 

((Moumust: 

*)) (1) You must make sure equipment installations are 
designed by, or under the direction of, a registered profes- 
sional engineer experienced in such design. 

((*)) (2) You must make sure the design uses a minimum 
live load of two hundred fifty pounds (113.6 kg) for each 
occupant of a suspended or supported platform. 

((*)) (3) You must make sure equipment exposed to wind 
when not in service is designed to withstand loads generated 
by winds of at least one hundred miles per hour (44.7 m/s) at 
thirty feet (9.2 m) above grade. 

((*)) (4) You must make sure equipment exposed to wind 
when in service is designed to withstand loads generated by 
winds of at least fifty miles per hour (22.4 m/s) for all eleva- 
tions. 

((*)) (5) You must make sure elevated building mainte- 
nance equipment is suspended by one of the following: 
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((-)) (a) A carriage; 
(©) (b) Outriggers; 


(©) (c) Davits; 

((-)) (d) An equivalent method. 

((*)) (6) You must make sure bolted connections are self- 
locking or otherwise secured to prevent loosening by vibra- 
tion. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-70010 Carriages. ((Yeu-must: 

*)) (1) You must make sure each carriage work station is 
identified by location markings or position indicators. 

((*)) (2) You must make sure means are provided to lock 
out the power supply for the carriage. 

((*)) (3) You must make sure safe access to and egress 
from the carriage is provided from a safe surface. 

((*)) (4) You must make sure any carriage access gate is 
either: 

((-)) (a) Self-closing and self-latching; ((OR 

-)) or 

(b) Provided with an interlock. 


((*)) (5) You must make sure any operating area on the 
carriage is protected by a guardrail system. 


Reference: Guardrail system requirements are found in Suspended 


equipment guardrail system, WAC 296-870-70045. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-70015 Carriage strength and stability. 
((XYowmmuast: 

*)) (1) You must make sure roof carriage system stability 
is obtained by using gravity, attachment to a structural sup- 
port, or a combination of gravity and structural attachment. 

((*)) (2) You must never use a material that can flow as a 
counterweight to achieve stability. 

((*)) (3) You must make sure the stability factor against 
overturning for horizontal traversing of the carriage, includ- 
ing wind and impact effects, is not less than two. 

((*)) (4) You must make sure carriages and their anchor- 
ages can resist accidental over-tensioning of the wire ropes 
suspending the platform. Include in the calculation the effect 
of one and one-half times the stall load of the hoist. 

((*)) (5) You must make sure all parts of the powered 
platform installation can withstand, without damage, the 
forces resulting from a load equal to the stall load of the hoist 
and one-half of the wind load. 

((*)) (6) You must make sure roof carriages which 
develop the required stability against overturning by using 
tie-down devices secured to the building have an interlock 
which will prevent vertical platform movement unless the tie- 
down is engaged. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-70020 Carriage traversing. ((Yeu 
mast: 
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*)) (1) You must make sure carriages used to suspend 
powered platforms meet all of the following: 

((-)) (a) The horizontal movement of the carriage is con- 
trolled to permit it to be moved safely and to allow accurate 
positioning of the platform for vertical travel or storage; 

((-)) (b) Structural stops and curbs are provided to pre- 
vent traversing of the carriage beyond its designed limits of 
travel; 

((-)) (c) Powered carriages are limited to a maximum tra- 
versing speed of fifty feet per minute (0.3 m/s); 

((-)) (d) Manually propelled carriages on a smooth level 
surface require a horizontal force of not more than one hun- 
dred pounds (444.8 n) per person to initiate a traversing 
movement. 

((*)) (2) You must make sure traversing controls for a 
powered carriage meet all of the following: 

((-)) (a) Controls are continuous pressure weatherproof 
type: 

((-)) (b) Multiple controls, if provided, only permit oper- 
ation from one control station at a time; 

((-)) (c) An emergency stop device that interrupts power 
to the carriage drive motors is provided on each end of the 
carriage. 

((*)) (3) You must make sure the operating controls of 
suspended equipment is connected so that traversing the car- 
riage is not possible until: 

((-)) (a) The suspended portion of the equipment is at the 
uppermost designed position for traversing and free of con- 
tact with the face of the building or building guides; ((ANB 

-)) and 

(b) All protective devices and interlocks are in the proper 
position to allow traversing of the carriage. 

((*)) (4) You must make sure unintentional traversing of 
the carriage is prevented by providing one of the following: 

((-)) (a) An automatically applied braking or locking sys- 
tem, or the equivalent, for power-traversed or power-assisted 
carriages; 

((-)) (b) A manual or automatic braking or locking sys- 
tem, or the equivalent, for manually propelled carriages. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-70025 Transportable outriggers. 
((Xowmust: 

*)) (1) You must make sure transportable outriggers are 
only used when all of the following are met: 

((-)) (a) They are used with self-powered, ground-rigged 
working platforms; 

((-)) (b) The point of suspension is not higher than three 
hundred feet (91.5 m) above a safe surface; 

((-)) (c) A tie-in guide stabilization system is provided. 

((*)) (2) You must make sure each outrigger is secured 
with a tie down to a verified anchorage on the building and 
meets all of the following: 

((-)) (a) The outrigger is tied down during the entire time 
it is used; 

((-)) (b) The outrigger is tied back with a rope equivalent 
in strength to the suspension rope; 
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((-)) (c) The tie-back rope is installed parallel to the cen- 
terline of the outrigger; 

((-)) (d) The anchorage has a design stability factor 
against overturning or upsetting of the outrigger of not less 
than four. 

((*)) (3) You must make sure access to and egress from 
the working platform is from and to a safe surface below the 
point of suspension. 

((*)) (4) You must make sure each outrigger has a design 
stability factor to prevent rollover in the event of an acciden- 
tal lateral load on the outrigger of not less than seventy per- 
cent of the rated load of the hoist. 

((*)) (5) You must make sure each outrigger is designed 
to support an ultimate load of not less than four times the 
rated load of the hoist. 

((*)) (6) You must make sure each outrigger is located so 
that the suspension wire ropes for two point suspended work- 
ing platforms are parallel. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-70030 Davits. ((Yeu-must: 

*)) (1) You must make sure all davit installations are 
designed and installed to have a stability factor against over- 
turning of not less than four. 

((*)) (2) You must make sure access to and egress from 
the working platform of roof rigged davit systems: 

((-)) (a) Is from a safe surface; ((ANB 

-)) and 

(b) Does not require persons to climb over a building 
parapet or guardrail. 

((*)) (3) You must make sure the working platform of a 
roof rigged davit system has wheels, casters, or a carriage for 
traversing horizontally. 

((*)) (4) You must make sure ground rigged davit sys- 
tems meet all of the following: 

((-)) (a) The point of suspension is not higher than three 
hundred feet (91.5 m) above a safe surface; 

((-)) (b) A tie-in guide stabilization system is provided; 

((-)) (c) Access to and egress from the working platform 
is from a safe surface below the point of suspension. 

((*)) (5) You must make sure a rotating davit of a ground 
rigged davit system requires a horizontal force of forty 
pounds (177.9 n) or less per person to initiate a rotating 
movement. 

((*)) (6) You must make sure a transportable davit or part 
of a davit weighing more than eighty pounds (36 kg) has 
means provided for its transport that keep the center of grav- 
ity of the davit at or below thirty-six inches (914 mm) above 
the safe surface during transport. 

((*)) (7) You must make sure a transportable davit is pro- 
vided with a pivoting socket or base that allows the davit to 
be removed or inserted: 

((-)) (a) At a position of not more than thirty-five degrees 
above the horizontal; (ANB 

-)) and 

(b) With the complete davit inboard of the building face. 
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((*)) (8) You must make sure means are provided to lock 
a transportable davit to its socket or base before it is used to 
suspend the platform. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-70035 Hoisting machines. ((¥eu 
mast: 

*)) (1) You must make sure suspended or supported 
equipment is raised or lowered only by a hoisting machine. 

((*)) (2) You must make sure each hoisting machine is all 
of the following: 

((-)) (a) Powered only by air, electric, or hydraulic 
sources; 

((-)) (b) Capable of raising or lowering one hundred 
twenty-five percent of the rated load of the hoist; 

((-)) (c) Able to arrest any overspeed descent of the load. 

((*)) (3) You must make sure the stall load of any hoist 
motor is not more than three times its rated load. 

((*)) (4) You must make sure any component of a hoist- 
ing machine that needs to be lubricated for protection or 
proper functioning has means provided to apply the lubricant. 

((*)) (5) You must make sure winding drums, traction 
drums and sheaves, and directional sheaves used in conjunc- 
tion with hoisting machines are compatible with, and sized 
for, the wire rope used. 

((*)) (6) You must make sure each winding drum: 

((-)) (a) Has a positive means to attach the wire rope to 
the drum; ((ANÐ 

-)) and 

(b) The attachment can develop at least four times the 
rated load of the hoist. 

((*)) (7) You must make sure each hoisting machine is 
provided with a primary brake that is all of the following: 

((-)) (a) Capable of stopping and holding not less than 
one hundred twenty-five percent of the lifting capacity of the 
hoist; 

((-)) (b) Directly connected to the drive train of the hoist- 
ing machine without using belts, chains, clutches, or set 
screw type devices; 

((-)) (c) Automatically set when power to the prime 
mover is interrupted. 

((*)) (8) You must make sure each hoisting machine is 
provided with at least one independent secondary brake that 
is all of the following: 

((-)) (a) Capable of stopping and holding not less than 
one hundred twenty-five percent of the lifting capacity of the 
hoist; 

((-)) (b) An automatic emergency type of brake that, if; 
actuated during each stopping cycle, does not engage before 
the hoist is stopped by the primary brake; 

((-)) (c) Able to stop and hold the platform within a ver- 
tical distance of twenty-four inches (609.6 mm) after the 
brake is actuated. 


Reference: Moving parts of a hoisting machine need to be enclosed 
or guarded as required by another chapter, Machine 


safety, chapter 296-806 WAC. 
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AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-70040 Suspended equipment strength 
and stability. ((Yeumust: 

*)) (1) You must make sure each suspended unit compo- 
nent is: 

((-)) (a) Capable of supporting, without failure, at least 
four times the maximum intended live load applied or trans- 
mitted to it; (ANB 

~)) and 

(b) Constructed of materials that will withstand the antic- 
ipated weather conditions. 


((Exemptien:)) The strength requirement does not apply to suspension 
EXEMPTION: ropes and guardrail systems. 
((Mou-must: 


*)) (2) You must make sure each suspended unit has a 
load rating plate that: 

((-)) (a) Is conspicuously located; ((ANB 

-)) and 

(b) States the suspended unit weight and rated load. 

((*)) (3) You must make sure suspended units that do not 
have the suspension points at the end of the unit: 

((-)) (a) Are continuously stable for any position or use 
of the live load; ((ANB 

-)) and 

(b) Maintain at least a one and one-half to one stability 
factor against unit upset. 

((*)) (4) You must make sure each suspended unit has 
guide rollers, guide shoes, or building face rollers that com- 
pensate for variations in building dimensions and for minor 
horizontal out-of-level variations of the suspended unit. 

((*)) (5) You must make sure the working platform of 
each suspended unit is secured to the building facade by at 
least one of the following methods: 

((-)) (a) Continuous engagement to building anchors; 

((-)) (b) Intermittent engagement to building anchors; 

((-)) (c) Button guide engagement; 

((-)) (d) Angulated roping and building face rollers; 

((-)) (e) A system equivalent to continuous engagement 
to building anchors. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-70045 Suspended equipment guard- 
rail system. ((Yeusmst: 

*)) (1) You must make sure each working platform of a 
suspended unit has a guardrail system on all sides that con- 
sists of a top guardrail, midrail, and a toeboard. 

((*)) (2) You must make sure the top guardrail is: 

((-)) (a) At least thirty-eight inches (950 mm) high; 
(CAND 

-)) and 

(b) Able to withstand at least a two hundred pound (890 
n) force in any downward or outward direction. 

((*)) (3) You must make sure the midrail is able to with- 
stand at least a seventy-five pound (333 n) force in any down- 
ward or outward direction. 

((*)) (4) You must make sure material encloses the area: 
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((-)) (a) Between the top guardrail and the toeboard on 
the ends and outboard side of the platform; ((ANÐ 

-)) and 

(b) Between the midrail and the toeboard on the inboard 
side of the platform. 

((*)) (5) You must make sure the material surrounding 
the platform is: 

((-)) (a) Able to withstand a load of one hundred pounds 
(45.4 kg) applied horizontally over any area of one square 
foot (.09 m?); ((ANB 

-)) and 

(b) Has openings small enough to not allow passage of 
life lines and potential falling objects. 

((*)) (6) You must make sure toeboards are all of the fol- 
lowing: 

((-)) (a) Capable of withstanding, without failure, a force 
of at least fifty pounds (222 n) applied at any point in a down- 
ward or horizontal direction; 

((-)) (b) At least four inches (9 cm) from their top edge to 
the level of the platform floor; 

((-)) (c) Securely fastened in place at the outermost edge 
of the platform; 

((-)) (d) Installed so there is not more than a one-half 
inch (1.3 cm) gap between the bottom of the toeboard and the 
platform floor; 

((-)) (e) Solid or with openings not more than one inch 
(2.5 cm) in the greatest dimension. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-70050 Suspended working platforms 
and manned platforms used on supported equipment. 
((Yommust: 

*)) (1) You must make sure the width of the working 
platform is: 

((-)) (a) At least twenty-four inches (610 mm); ((ANB 

-)) and 

(b) Allows a minimum of a twelve-inch (305 mm) wide 
passage at or past any obstruction on the platform. 

((*)) (2) You must make sure the platform has slip-resis- 
tant flooring. 

((*)) (3) You must make sure any opening in the platform 
is either: 

((-)) (a) Small enough to prevent passage of life lines, 
cables, and other potential falling objects; ((OR 

-)) or 

(b) Protected by material under the opening which pre- 
vents the passage of life lines, cables, and potential falling 
objects. 

((*)) (4) You must make sure means are provided to store 
any cable suspended from above the platform to keep it from 
accumulating on the floor of the platform. 

((*)) (5) You must make sure means are provided to 
secure all tools, water tanks, and other accessories to keep 
them from moving or accumulating on the floor of the plat- 
form. 

((*)) (6) You must make sure flammable liquids are not 
carried on the working platform. 
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((*)) (7) You must make sure a type B-C portable fire 
extinguisher is provided and securely attached on all working 
platforms. 

((*)) (8) You must make sure operating controls for ver- 
tical travel of the platform are: 

((-)) (a) Continuous-pressure type; ((ANB 

-)) and 

(b) Located on the platform. 

((*)) (9) You must make sure the maximum rated speed 
of the platform is limited to: 

((-)) (a) Fifty feet per minute (0.3 ms) for single speed 
hoists; ((ANÐ 

-)) and 

(b) Seventy-five feet per minute (0.4 ms) for multispeed 
hoists. 

((*)) (10) You must make sure access to and egress from 
a working platform, except for those that land directly on a 
safe surface, is provided by stairs, ladders, platforms or run- 
ways. 

((*)) d1) You must make sure access gates are self-clos- 
ing and self-latching. 

Reference: Requirements for stairs, ladders, platforms and runways 
are found in other chapters: 

((-)) 1. Working Surfaces, Guarding Floors and Wall 
Openings, Ladders, Part J-1 in the General safety and 
health standards, chapter 296-24 WAC. 

((-)) 2. Scaffolds, chapter 296-874 WAC. 

((-)) 3. Ladders, portable, chapter 296-876 WAC. 


((Mou-must: 

*)) (12) You must make sure a suspended platform's sus- 
pension system restricts the platform inboard to outboard roll 
around its longitudinal axis to not more than fifteen degrees 
from the horizontal when moving the live load from the 
inboard to the outboard side of the platform. 

Note: The roll limitation does not apply to supported equipment. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-70055 Working platform fall protec- 
tion. ((“Yeu-must: 

*)) (1) You must make sure a secondary wire rope sus- 
pension system which prevents the platform from falling if 
the primary means of support fails is provided on: 

((-)) (a) Working platforms that contain overhead struc- 
tures which restrict emergency egress; ((ANB 

-)) and 

(b) Single-point suspended working platforms. 

((*)) (2) You must make sure each person on the working 
platform is provided with a fall arrest system that: 

((-)) (a) Meets the requirements of Appendix C—Per- 
sonal fall arrest system, WAC 296-24-88050, found in the 
General safety and health standards, chapter 296-24 WAC; 
(CAND 

-)) and 

(b) Uses a horizontal lifeline or direct connection 
anchorage on platforms that contain overhead structures 
which restrict emergency egress. 


((*)) G) You must make sure platforms suspended by 
two or more wire ropes are provided with vertical lifelines if 
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failure of one wire rope or suspension attachment will cause 

the platform to upset. 

Note: Vertical lifelines are not required for the fall arrest system if a 
secondary wire rope suspension is used and each person is 
attached to a horizontal lifeline anchored to the platform. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-70060 Two- and four-point suspended 
working platforms. 

((F4PORFANT:)) Important: 

In addition to these requirements, you also need to meet 
the requirements of both of the following sections in this 
chapter: 

((-)) 1. Suspended working platforms and manned plat- 
forms used on supported equipment, WAC 296-870-70050; 

((-)) 2. Working platform fall protection, WAC 296-870- 
70055. 

((Meu-nnust: 

*)) (1) You must make sure an emergency electric oper- 
ating device is provided on roof powered platforms that: 

((-)) (a) Can be used if either the normal operating device 
located on the platform or the cable connected to the platform 
fails; ((AND 

-)) and 

(b) Is mounted in a secured compartment near the hoist- 
ing machine. 

((*)) (2) You must make sure the secured compartment 
containing the emergency electric operating device: 

((-)) (a) Is labeled with instructions for using the emer- 
gency electric operating device; ((ANB 

-)) and 

(b) Has means for opening the compartment mounted in: 

((m)) (i) A break-glass receptacle near the emergency 
electric operating device; ((OR 

=)) or 

(ii) An equivalent secure and accessible location. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-70065 Ground-rigged working plat- 
forms. 

((4PORFANT:)) Important: 

In addition to these requirements, you also need to meet 
the requirements of both of the following sections in this 
chapter: 

((-)) 1. Suspended working platforms and manned plat- 
forms used on supported equipment, WAC 296-870-70050; 

((-)) 2. Working platform fall protection, WAC 296-870- 
70055. 

((Meu-nnust: 

*)) You must make sure, after each day's use, ground- 
rigged working platforms are: 

((-)) 1) Disconnected from the power supply within the 
building; ((ANB 

-)) and 

(2) Disengaged from its suspension points or secured and 
stored at grade. 
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AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-70070 Intermittently stabilized work- 
ing platforms. 

((HYPORFANT)) Important: 

In addition to these requirements, you also need to meet 
the requirements of both of the following sections in this 
chapter: 

((-)) 1. Suspended working platforms and manned plat- 
forms used on supported equipment, WAC 296-870-70050; 

((-)) 2. Working platform fall protection, WAC 296-870- 
70055. 

((Meu-nnust: 

*)) (1) You must make sure each stabilizer tie is equipped 
with a "quick connect - quick disconnect" device for attach- 
ment to the building anchor that: 

((-)) (a) Cannot be accidentally disengaged; ((ANB 

-)) and 

(b) Is resistant to adverse environmental conditions. 

((*)) (2) You must make sure the platform has a stopping 
device that will interrupt the hoist power supply in the event 
the platform contacts a stabilizer tie during its ascent. 

((*)) (3) You must make sure intermittently stabilized 
platforms use stabilizer ties that: 

((-)) (a) Allow the specific attachment length needed to 
obtain the predetermined angulation of the suspended wire 
rope; ((ANÐ 

~)) and 

(b) Maintain the specific attachment length at all build- 
ing anchor locations. 

((*)) (4) You must make sure stabilizer ties can be 
attached and removed without horizontal movement of the 
platform. 

((*)) (5) You must make sure platform-mounted equip- 
ment and suspension wire ropes: 

((-)) (a) Will not be damaged by the loads from the stabi- 
lizer tie or its building anchor; ((ANB 

-)) and 

(b) Are able to withstand a load that is at least twice the 
ultimate strength of the stabilizer tie. 

((*)) (6) You must make sure building face rollers are 
placed so they do not contact exterior anchors used on the 
building face. 

((*)) (7) You must make sure the platform maintains con- 
tinuous contact with the building face while ascending and 
descending. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-70075 Button guide stabilized work- 
ing platforms. 

((EMPORFANT:)) Important: 

In addition to these requirements, you also need to meet 
the requirements of both of the following sections in this 
chapter: 

((-)) 1. Suspended working platforms and manned plat- 
forms used on supported equipment, WAC 296-870-70050; 

((-)) 2. Working platform fall protection, WAC 296-870- 
70055. 
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((Xouwmust: 

*)) (1) You must make sure two guide tracks are mounted 
on the platform and provide continuous contact with the 
building face. 

((*)) (2) Make sure each guide track on the platform 
meets all of the following: 

((-)) (a) Engages a minimum of two guide buttons during 
any vertical travel of the platform after the initial button 
engagement; 

((-)) (b) Is sufficiently maneuverable by platform occu- 
pants to permit easy engagement of the guide buttons; 

((-)) (c) Can be easily moved into and out of its storage 
position on the platform. 

((*)) (3) You must make sure each guide track on the 
platform of a roof-rigged system has a storage position on the 
platform. 

((*)) (4) You must make sure load carrying components 
of the button guide stabilization system which transmit the 
load into the platform are either: 

((-)) (a) Able to support the weight of the platform; ((OR 

-)) or 

(b) Are prevented by the guide track connectors or plat- 
form attachments from having the weight of the platform 
transmitted to the platform attachments. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-70080 Supported equipment. 

((44PORFANF:)) Important: 

Manned platforms used on supported equipment need to 
meet all the requirements, except the inboard to outboard roll 
limitation, of suspended working platforms and manned plat- 
forms used on supported equipment, WAC 296-870-60050. 

((Yousmust: 

*)) (1) You must make sure supported equipment uses 
means other than friction to maintain a vertical position rela- 
tive to the face of the building. 

((*)) (2) You must make sure cog wheels or equivalent 
means are incorporated to provide climbing traction between 
the supported equipment and the building guides. 

((*)) G) You must make sure additional guide wheels or 
shoes are incorporated as necessary to keep the drive wheels 
continuously in positive engagement with the building 
guides. 

((*)) (4) You must make sure that, at the point where the 
drive wheels enter the building guides, proper alignment is 
maintained using launch guide mullions that are: 

((-)) (a) Indexed to the building guides; ((ANB 

~)) and 

(b) Retained in alignment with the building guides. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-70085 Suspension wire ropes and 
rope connections. ((4eu-nst: 

*)) (1) You must make sure each specific installation 
uses suspension wire ropes and connections or combination 
cable and connections meeting the specifications recom- 
mended by the hoisting machine manufacturer. 
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((*)) (2) You must make sure connections are capable of 
developing at least eighty percent of the rated breaking 
strength of the wire rope. 

((*)) (3) You must make sure each suspension rope has a 
design factor of at least ten. 

(Definition: 


Fhe-desien factoris the ratio-of the rated strensth of the 
suspension wire rope te the rated werkine toad is-cateu- 
ltedusinethefollowinef Ja: 

ESN 


F=Desigen factor 
S=Manufacturer's rated strength of one suspension tepe 
N=Numberof suspension repes-andertoad 


—Ratedsverking lead on all ropes-atany peinteftravel 


Example: 

A-working platform is suspended _by4 wire ropes (N}, 
each_having-arated strength (S)-efthree theusand pounds. 
Fhe+ratedsverkine toad of the-platferm CW is-one thousand 


pounds. 


P=(S x NAV =B000-+44000=420004.000=42 


You-smust: 

*)) (4) You must make sure the minimum grade of sus- 
pension wire rope used is improved plow steel or equivalent. 

((*)) (5) You must make sure suspension wire ropes are 
sized to conform with the required design factor, but never 
less than 5/16 inch (7.94 mm) in diameter. 

((*)) (6) You must make sure there is not more than one 
reverse bend in six wire rope lays. 

((*)) (7) You must make sure a suspension wire rope that 
is to be used at a specific location, and will remain at that 
location, has a corrosion-resistant tag that: 

((-)) (a) Is securely attached to one of the wire rope fas- 
tenings; ((ANB 

-)) and 

(b) Bears the following wire rope information: 

((#)) G) Diameter in inches or millimeters (mm); 

((@)) Gi) Construction classification; 

((#)) Gii) Whether nonpreformed or preformed; 

((m)) Gv) Grade of material; 

((#)) (v) Manufacturer's rated strength; 

((#)) (vi) Manufacturer's name; 

((#)) (vii) Month and year the ropes were installed; 

((m)) (viii) Name of the person or company which 
installed the ropes. 

((*)) (8) You must make sure a new tag is installed at 
each wire rope renewal. 

((*)) (9) You must make sure when resocketing the wire 
rope either: 

((-)) (a) The original tag is stamped with the date of 
resocketing; ((OR 

-)) or 

(b) The original tag Is retained and a supplemental tag 
added that shows: 

((#)) i) The date of resocketing; ((ANB 

=)) and 
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(ii) The name of the person or company that resocketed 
the rope. 

((*)) (10) You must make sure winding drum type hoists 
contain at least three wraps of the suspension wire rope on the 
drum when the suspended unit has reached the lowest possi- 
ble point of its vertical travel. 

((*)) d 1) You must make sure traction drum and sheave 
type hoists use wire rope long enough to reach the lowest 
possible point of vertical travel of the suspended unit, and an 
additional length of the wire rope of at least four feet (1.2 m). 

((*)) d2) You must make sure suspension wire rope is 
never lengthened or repaired. 

((*)) 13) You must make sure babbitted fastenings are 


never used with suspension wire rope. 


AMENDATORY SECTION (Amending WSR 06-19-075, 
filed 9/19/06, effective 1/1/07) 


WAC 296-870-70090 Control circuits, power circuits 
and electrical protective devices. 


Reference: 


Unless otherwise specified in this chapter, make sure 
electrical wiring and equipment meet the requirements 
of Electrical, Part L in the General safety and health stan- 
dards, chapter 296-24 WAC. 


((XYouwmust: 

*)) (1) You must make sure electrical runway conductor 
systems are: 

((-)) (a) Designed for use in exterior locations; ((ANB 

-)) and 

(b) Located so they do not come in contact with accumu- 
lated snow or water. 

((*)) (2) You must make sure cables are protected against 
damage resulting from over-tensioning or other causes. 

((*)) (3) You must make sure the control system requires 
the operator to follow predetermined procedures to operate 
suspended or supported equipment. 

((*)) (4) You must make sure the control system has: 

((-)) (a) Devices included to protect the equipment 
against electrical overloads, three-phase reversal and phase 
failure; ((AND 

-)) and 

(b) A separate method that is independent of the direc- 
tion control circuit to break the power circuit in case of an 
emergency or malfunction. 

((*)) (5) You must make sure installations where the car- 
riage does not have a stability factor of at least four against 
overturning have electrical contacts provided and connected 
so that the operating devices for suspended or supported 
equipment will only function when the carriage is located and 
mechanically retained at an established operating point. 

((*)) (6) You must make sure the hoisting or suspension 
system has overload protection to prevent the equipment 
from operating in the "up" direction with a load greater than 
one hundred twenty-five percent of the rated load of the plat- 
form. 

((*)) (7) You must make sure an automatic detector is 
provided for each suspension point that will do both of the 
following if a suspension wire rope becomes slack: 

((-)) (a) Interrupt power to all hoisting motors for travel 
in the "down" direction; ((ANB 
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-)) and 
(b) Apply the primary brakes. 
Note: A continuous-pressure rigging-bypass switch designed for use 


during rigging is permitted. It can only be used during rigging. 


((Xowmuast: 

*)) (8) You must make sure upper and lower directional 
switches are provided that are designed to prevent the travel 
of suspended units beyond safe upward and downward levels. 

((*)) (9) You must make sure remote controlled, roof- 
powered manned platforms have an emergency stop switch 
located adjacent to each control station on the platform. 

((*)) d0) You must make sure cables which are in con- 
stant tension have overload devices which will prevent the 
tension in the cable from interfering with: 

((-)) (a) The device that limits the hoist from lifting a 
load greater than one hundred twenty-five percent of the rated 
load of the platform; ((ANB 

-)) and 

(b) The platform roll limiting device required by WAC 
296-870-70050, Suspended working platforms and manned 
platforms used on supported equipment. 


REPEALER 


The following section of the Washington Administrative 
Code is repealed: 


WAC 296-870-800 Definitions. 


NEW SECTION 


WAC 296-874-099 Definitions. 

Adjustable suspension scaffold. A suspended scaffold 
equipped with one or more hoists that can be operated by 
employees on the scaffold. 

Bearer. A horizontal scaffold member (which may be 
supported by ledgers or runners) upon which the scaffold 
platform rests and which joins scaffold uprights, posts, poles, 
and similar members. 

Boatswain's chair. A single-point adjustable suspended 
scaffold consisting of a seat or sling designed to support one 
employee in a sitting position. 

Brace. A rigid connection that holds one scaffold mem- 
ber in a fixed position with respect to another member, or to 
a building or structure. 

Bricklayers' square scaffold. A supported scaffold 
composed of framed squares which support a platform. 

Carpenters' bracket scaffold. A supported scaffold 
consisting of a platform supported by brackets attached to 
building or structural walls. 

Catenary scaffold. A suspended scaffold consisting of a 
platform supported by two essentially horizontal and parallel 
ropes attached to structural members of a building or other 
structure. Additional support may be provided by vertical 
pickups. 

Cleat. A structural block used at the end of a platform to 
prevent the platform from slipping off its supports. Cleats are 
also used to provide footing on sloped surfaces such as access 
ramps. 

Competent person. Someone who: 
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(a) Is capable of identifying existing and predictable haz- 
ards in the surroundings or working conditions which are 
unsanitary, hazardous, or dangerous to employees; and 

(b) Has the authority to take prompt corrective measures 
to eliminate them. 

Coupler. A device for locking together the tubes of a 
tube and coupler scaffold. 

Double-pole (independent pole) scaffold. A supported 
scaffold consisting of one or more platforms resting on cross 
beams (bearers) supported by ledgers and a double row of 
uprights independent of support (except ties, guys, braces) 
from any structure. 

Equivalent. Alternative design, material, or method to 
protect against a hazard. You have to demonstrate that it pro- 
vides an equal or greater degree of safety for employees than 
the method, material, or design specified in the rule. 

Exposed power lines. Electrical power lines which are 
accessible to and may be contacted by employees. Such lines 
do not include extension cords or power tool cords. 

Eye or eye splice. A loop at the end of a wire rope. 

Fabricated frame scaffold (tubular welded frame 
scaffold). A scaffold consisting of platforms supported on 
fabricated frames with integral posts, horizontal bearers, and 
intermediate members. 

Failure. Load refusal, breaking, or separation of compo- 
nent parts. Load refusal is the point where the ultimate 
strength is exceeded. 

Float (ship) scaffold. A suspended scaffold consisting 
of a braced platform resting on two parallel bearers and hung 
from overhead supports by ropes of fixed length. 

Form scaffold. A supported scaffold consisting of a 
platform supported by brackets attached to formwork. 

Guardrail system. A vertical barrier consisting of, but 
not limited to, toprails, midrails, and posts, erected to prevent 
employees from falling off a scaffold platform or walkway. 

Handrails (ladder stands). A rail connected to a ladder 
stand running parallel to the slope and/or top step. 

Hoist. A manual or power-operated mechanical device 
to raise or lower a suspended scaffold. 

Horse scaffold. A supported scaffold consisting of a 
platform supported by construction horses (saw horses). 
Horse scaffolds constructed of metal are sometimes known as 
trestle scaffolds. 

Independent pole scaffold. (See double-pole scaffold.) 

Interior hung scaffold. A suspended scaffold consisting 
of a platform suspended from the ceiling or roof structure by 
fixed length supports. 

Ladder jack scaffold. A supported scaffold consisting 
of a platform resting on brackets attached to ladders. 

Ladder stand. A mobile, fixed-size, self-supporting lad- 
der consisting of a wide flat tread ladder in the form of stairs. 

Landing. A platform at the end of a flight of stairs. 

Large area scaffold. A pole scaffold, tube and coupler 
scaffold, system scaffold, or fabricated frame scaffold 
erected over substantially the entire work area. For example: 
A scaffold erected over the entire floor area of a room. 

Lean-to scaffold. A supported scaffold which is kept 
erect by tilting it toward and resting it against a building or 
structure. 

Ledger. (See runner.) 
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Lifeline. A component consisting of a flexible line that 
connects to an anchorage at one end to hang vertically (verti- 
cal lifeline), or that connects to anchorages at both ends to 
stretch horizontally (horizontal lifeline). It serves as a means 
for connecting other components of a personal fall arrest sys- 
tem to the anchorage. 

Lower levels. Areas below the level where the employee 
is located and to which an employee can fall. Such areas 
include, but are not limited to, ground levels, floors, roofs, 
ramps, runways, excavations, pits, tanks, materials, water, 
and equipment. 

Masons' adjustable supported scaffold. (See self-con- 
tained adjustable scaffold.) 

Masons' multipoint adjustable suspension scaffold. A 
continuous run suspended scaffold designed and used for 
masonry operations. 

Maximum intended load. The total load of all persons, 
equipment, tools, materials, transmitted loads, and other 
loads reasonably anticipated to be applied to a scaffold or 
scaffold component at any one time. 

Midrail. A rail, approximately midway between the 
toprail of a guardrail system and the platform, and secured to 
the uprights erected along the exposed sides and ends of a 
platform. 

Mobile scaffold. Supported scaffold mounted on casters 
or wheels. 

Multilevel suspended scaffold. A two-point or multi- 
point adjustable suspension scaffold with a series of plat- 
forms at various levels resting on common stirrups. 

Multipoint adjustable suspension scaffold. A sus- 
pended scaffold consisting of a platform(s) which is sus- 
pended by more than two ropes from overhead supports and 
equipped with means to raise and lower the platform to 
desired work levels. 

Needle beam scaffold. A suspended scaffold which has 
a platform supported by two bearers (needle beams) sus- 
pended from overhead supports. 

Outrigger. A structural member of a supported scaffold 
which increases the base width of a scaffold. This provides 
support for and increases the stability of the scaffold. 

Outrigger beam (suspended and supported). The 
structural member of a suspended scaffold or outrigger scaf- 
fold which provides support for the scaffold by extending the 
scaffold point of attachment to a point out and away from the 
structure or building. 

Outrigger scaffold. A supported scaffold consisting of a 
platform resting on outrigger beams which projects beyond 
the wall or face of the building or structure. The inboard ends 
of the outrigger beams are secured inside the building or 
structure. 

Overhand bricklaying. The process of laying bricks 
and masonry so that the surface of the wall is on the opposite 
side of the wall from the mason, requiring the mason to lean 
over the wall to complete the work. It includes mason tending 
and electrical installation incorporated into the brick wall 
during the overhand bricklaying process. 

Personal fall arrest system. A system used to arrest an 
employee's fall. It consists of an anchorage, connectors, and 
body harness and may also include a lanyard, deceleration 
device, lifeline, or combinations of these. 
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Platform. A work surface used in scaffolds, elevated 
above lower levels. Platforms can be constructed using indi- 
vidual wood planks, fabricated planks, fabricated decks, and 
fabricated platforms. 

Pole scaffold. (See single-pole scaffold and double 
(independent) pole scaffold.) 

Pump jack scaffold. A supported scaffold consisting of 
a platform supported by vertical poles and movable support 
brackets. 

Qualified person. A person who has successfully 
demonstrated the ability to solve problems relating to the 
subject matter, work, or project, either by: 

(a) Possession of a recognized degree, certificate, or pro- 
fessional standing; or 

(b) Extensive knowledge, training and experience. 

Rated load. The manufacturer's specified maximum 
load to be lifted by a hoist or to be applied to a scaffold or 
scaffold component. 

Repair bracket scaffold. A supported scaffold consist- 
ing of a platform supported by brackets. The brackets are 
secured in place around the circumference or perimeter of a 
chimney, stack, tank, or other supporting structure by one or 
more wire ropes placed around the supporting structure. 

Roof bracket scaffold. A supported scaffold used on a 
sloped roof. It consists of a platform resting on angular- 
shaped supports so that the scaffold platform is level. 

Runner (ledger). The lengthwise horizontal spacing or 
bracing member which may support the bearers. 

Scaffold. A temporary elevated platform, including its 
supporting structure and anchorage points, used for support- 
ing employees or materials. 

Self-contained adjustable scaffold. A combination 
supported and suspended scaffold consisting of an adjustable 
platform mounted on an independent supporting frame, not a 
part of the object being worked on, which is equipped with a 
means to raise and lower the platform. Such systems include 
rolling roof rigs, rolling outrigger systems, and some masons' 
adjustable supported scaffolds. 

Shore scaffold. A supported scaffold which is placed 
against a building or structure and held in place with props. 

Single-point adjustable suspension scaffold. A sus- 
pended scaffold consisting of a platform suspended by one 
rope from an overhead support and equipped with means to 
permit the movement of the platform to desired work levels. 

Single-pole scaffold a supported scaffold. Consisting 
of platforms resting on bearers, the outside ends of which are 
supported on runners secured to a single row of posts or 
uprights, and the inner ends of which are supported on or in a 
structure or building wall. 

Stair tower (scaffold stairway/tower). A tower com- 
prised of scaffold components which contains internal stair- 
way units and rest platforms. These towers are used to pro- 
vide access to scaffold platforms and other elevated points 
such as floors and roofs. 

Stall load. The load at which the prime mover of a 
power-operated hoist stalls or the power to the prime mover 
is automatically disconnected. 

Step, platform, and trestle ladder scaffold. A platform 
resting directly on the rungs of a step, platform, or trestle lad- 
der. 
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Stilts. A pair of poles or similar supports with raised 
footrests, used to permit walking above the ground or work- 
ing surface. 

Stonesetters' multipoint adjustable suspension scaf- 
fold. A continuous run suspended scaffold designed and used 
for stonesetters' operations. 


Supported scaffold. One or more platforms supported 
by rigid means such as outrigger beams, brackets, poles, legs, 
uprights, posts, or frames. 

Suspended scaffold. One or more platforms suspended 
from an overhead structure by ropes or other nonrigid means. 


System scaffold. A scaffold consisting of posts with 
fixed connection points that accept runners, bearers, and 
diagonals that can be interconnected at predetermined levels. 


Toeboard (scaffold). A barrier erected along the 
exposed sides and ends of a scaffold platform at platform 
level to prevent material, tools, and other loose objects from 
falling from the platform. 


Top plate bracket scaffold. A scaffold supported by 
brackets that hook over or are attached to the top of a wall. 
This type of scaffold is similar to carpenters' bracket scaf- 
folds and form scaffolds. 


Tube and coupler scaffold. A scaffold consisting of 
platforms supported by tubing, erected with coupling devices 
connecting uprights, braces, bearers, and runners. 


Tubular welded frame scaffold. (See fabricated frame 
scaffold.) 


Tubular welded sectional folding scaffold. A sec- 
tional, folding metal scaffold either of ladder frame or inside 
stairway design. It is substantially built of prefabricated 
welded sections, which consist of end frames, platform 
frame, inside inclined stairway frame and braces, or hinged 
connected diagonal and horizontal braces. It can be folded 
into a flat package when the scaffold is not in use. 


Two-point suspension scaffold (swing stage). A sus- 
pended scaffold consisting of a platform supported by hang- 
ers (stirrups), suspended by two ropes from overhead sup- 
ports, and equipped with a means to permit the raising and 
lowering of the platform to desired work levels. 


Unstable objects. Items whose strength, configuration, 
or lack of stability may allow them to become dislocated and 
shift and therefore may not properly support the loads 
imposed on them. Unstable objects do not constitute a safe 
base support for scaffolds, platforms, or employees. Exam- 
ples include, but are not limited to, barrels, boxes, loose 
brick, and concrete blocks. 

Vertical pickup. A rope used to support the horizontal 
rope in a catenary scaffold. 

Walkway (scaffold). Part of a scaffold used only for 
access and not as a working level. 

Window jack scaffold. A platform resting on a bracket 
or jack that projects through a window opening. 


Work level. The elevated platform, used for supporting 
workers and their materials. 
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AMENDATORY SECTION (Amending WSR 07-17-026, 
filed 8/7/07, effective 10/6/07) 


WAC 296-874-100 Scope. This chapter applies to sus- 
pended and supported scaffolds, including their supporting 
structure and anchorage points. 

((Exemption:)) 
EXEMPTION: 
((*)) 1. Manually propelled elevating work platforms; 


This chapter does not apply to: 


((*)) 2. Self-propelled elevating work platforms; 

((*)) 3. Boom-supported elevating work platforms; 

((*)) 4. Aerial lifts; 

((*)) 5. Crane or derrick suspended personnel platforms; 
((*)) 6. Personnel platforms supported by powered indus- 
trial trucks (PITs). 


Reference: Additional requirements for the following types of plat- 
forms are found in the general safety and health stan- 
dards, chapter 296-24 WAC. Go to the following sec- 


tions: 


((*)) 1. For elevating work platforms and aerial lifts, go 
to elevating work platforms, WAC 296-24-875; 

((*)) 2. For crane or derrick suspended personnel plat- 
forms, go to WAC 296-24-23533; 

((*)) 3. For personnel platforms supported by powered 
industrial trucks (PITs), go to chapter 296-863 WAC. 


pete 


gee a ee meen 
porting-empleyees-or materials. 


A-suspended—seaffeld _is—_one—or_more—platferms—sus- 


means: 

A-suppertedseaffeld_is—one—ormore—platferms—sup- 
ported by +isid means-such_as_outteser beams, brackets, 
poles tessuprichts_pests_or frames-)) 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-200 General requirements for scaf- 
folds. Section contents: 

Your responsibility: 

To make sure all scaffolds meet these requirements. 

((Make-sure-seaffelds_are_properhy_designedandcen- 
structed 

WAC 296-874-20002. 

Make -sure-seaffelds are erected, moved, altered_ordis— 
iether Oita 


heal ee E 
sis He ane 


Me sare lo eprops lake or decked 


WSR 15-23-086 


WAC 296-874-29922-. 


Make—sure—stainway_typetadders—meettheserequire- 
ments 
WAC296-874-20924- 


WAC296-874 20026. 
ments 
WAC296-874 20928- 


Make-sure ramps andavatlavaystusedte-aceess-seaffolds 
meetthese-requirements 

WAC 296-874-20036, 

Make—sure—surfaces—used_to—access_seaffelds—areclese 


Make-sure-seaffolds-are-properhoaded 
WAC-296-874-20038- 
Proteetemployees-whenmovingseaffolds 
MACERA- 
tnerease-employeewerking_tevel height on-_seaffelds 


WAC 296-874-20042. 


WAC296-874 20952 

Provide-fall protection +f the seaffeld is tee-far fromthe 
work face 

WAC296-874-20054- 

Previde specific fall protection for speetfice types-ofseaf 
folds 

WAC296-874 20056- 


Make—sure—personal_fall_arrest_systems—meet these 


arrest systems meet these requirements 
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WAC 296-874-20062. 


Make-sure-suardrail systems meet these requirements 
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WAC 29687420072. 


Frain-employees-whe-ereet_dismantle_operate-ormain- 


tain-seaffelds 
WAC 296-874 20074. 


WAC 296-874 20076.) 


You must meet the 
requirements ... 


in this section: 


Make sure scaffolds are 
properly designed and con- 
structed 


WAC 296-874-20002 


Make sure scaffolds are 
erected, moved, altered, or 
dismantled by appropriate 


persons 


WAC 296-874-20004 


Maintain structural integrity 


when intermixing scaffold 
components 


WAC 296-874-20006 


Make sure platforms are 
properly planked or decked 


WAC 296-874-20008 


Make sure platforms meet 
minimum width require- 


ments 


WAC 296-874-20010 


Meet these requirements 
when using shorter plat- 


forms to create a longer plat- 
form 


WAC 296-874-20012 


Lay platform planks prop- 
erly when the platform 


changes direction 


WAC 296-874-20014 


Stabilize the ends of plat- 
forms 


WAC 296-874-20016 


Keep platform sag within 
acceptable limits 


WAC 296-874-20018 


Provide safe access to scaf- 
folds 


WAC 296-874-20020 


Make sure portable, hook- 
on, and attachable ladders 
meet these requirements 


WAC 296-874-20022 


Make sure stairway-type 


ladders meet these require- 
ments 


WAC 296-874-20024 


Permanent 
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You must meet the 


in this section: 


Make sure stair towers meet 


these requirements 


WAC 296-874-20026 


Make sure stair rails and 
handrails meet these 


requirements 


WAC 296-874-20028 


Make sure ramps and walk- 
ways used to access scaf- 
folds meet these require- 
ments 


WAC 296-874-20030 


Make sure surfaces used to 
access scaffolds are close 
enough to use safely 


WAC 296-874-20032 


Inspect scaffolds and scaf- 
fold components 


WAC 296-874-20034 


Make sure damaged or 
weakened scaffolds meet 
minimum strength require- 
ments 


WAC 296-874-20036 


Make sure scaffolds are 
properly loaded 


WAC 296-874-20038 


Protect employees when 
moving scaffolds 


WAC 296-874-20040 


Increase employee working 


level height on scaffolds 
safely 


WAC 296-874-20042 


Control loads being hoisted 
near scaffolds 


WAC 296-874-20044 


Protect employees from 
energized power lines 


WAC 296-874-20046 


Protect employees from 
weather hazards 


WAC 296-874-20048 


Protect employees from 
slipping and tripping haz- 
ards 


WAC 296-874-20050 


Provide fall protection for 


WAC 296-874-20052 


employees on scaffolds 


Provide fall protection ifthe 


scaffold is too far from the 
work face 


WAC 296-874-20054 


Provide specific fall protec- 
tion for specific types of 
scaffolds 


WAC 296-874-20056 


Make sure personal fall 
arrest systems meet these 


requirements 


WAC 296-874-20058 
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You must meet the 


requirements ... in this section: 


Make sure vertical lifelines 

used with personal fall arrest 
systems meet these require- 
ments 


WAC 296-874-20060 


Make sure horizontal life- 
lines used with personal fall 
arrest systems meet these 


requirements 


WAC 296-874-20062 


Make sure guardrail systems 
meet these requirements 


WAC 296-874-20064 


Provide falling object pro- 
tection 


WAC 296-874-20066 


Provide additional support 
lines on suspended scaffolds 
using a canopy for falling 


object protection 


WAC 296-874-20068 


Make sure toeboards meet 
these requirements 


WAC 296-874-20070 


Train employees who work 
on scaffolds 


WAC 296-874-20072 


Train employees who erect, 
dismantle, operate or main- 
tain scaffolds 


WAC 296-874-20074 


Retrain employees when 


necessary WAC 296-874-20076 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20002 Make sure scaffolds are prop- 
erly designed and constructed. ((“eu4must: 

*)) (1) You must make sure scaffolds are: 

((-)) (a) Designed by a qualified person; ((AND 

-)) and 

(b) Constructed according to that design. 


((*)) (2) You must prohibit the use of shore and lean-to 
scaffolds. 


(Definition: 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20004 Make sure scaffolds are 
erected, moved, altered, or dismantled by ((apprepriete)) 
qualified persons. ((eu-must: 
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*)) You must make sure scaffolds are erected, moved, 
altered, or dismantled only when the work is: 

((-)) (1) Supervised and directed by a competent person 
qualified in scaffold erection, moving, dismantling, or alter- 
ation; ((ANÐ 

-)) and 

(2) Done by experienced and trained employees selected 
by the competent person. 


eliminate then )) 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20006 Maintain structural integrity 
when intermixing scaffold components. ((eu-must: 

*)) (1) You must make sure intermixed scaffold compo- 
nents: 

((-)) (a) Fit together without force; (ANB 

-)) and 

(b) Maintain the scaffold's structural integrity. 

((*)) (2) You must make sure a qualified person deter- 
mines that modifying components in order to intermix them 
will result in a structurally sound scaffold. 

((*)) (3) You must make sure scaffold components made 
of different metals are not used together. 


((Exemptien:)) Different types of metals may be used together if a com- 

EXEMPTION: petent person determines that galvanic action will not 
reduce the strength of any component to less than the 
minimum strength required. 

Reference: The minimum strength requirements are found in the fol- 


lowing sections: 
((*)) 1. Suspended scaffolds, WAC 296-874-30002; 
((*)) 2. Supported scaffolds, WAC 296-874-40002. 


AMENDATORY SECTION (Amending WSR 13-04-073, 
filed 2/4/13, effective 4/1/13) 


WAC 296-874-20008 Make sure platforms are prop- 
erly planked or decked. ((Yeu-must: 

*)) (1) You must fully plank or deck each platform 
between the front uprights and the guardrail supports on all 
working levels of a scaffold so that there is no more than one 
inch (2.5 cm): 

((-)) (a) Between adjacent units; ((AND 


-)) and 

(b) Between the platform and the uprights. 
((Exemption:)) — ((*)) 1. There may be more than one inch between plat- 
EXEMPTION: form units if all of the following are met: 


((-)) a. You can demonstrate that a wider space is neces- 
sary, such as to fit around uprights when side brackets 
are used to extend the platform width; 

((-)) b. The platform is planked or decked as fully as pos- 
sible; 
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((-)) c. The open space between the platform and the 
guardrail supports is nine and one-half inches (24.1 cm) 
or less. 


((*)) 2. Platforms used solely as walkways or only by 
employees erecting or dismantling scaffolds do not have 
to be fully decked or planked if: 

((-)) a. The planking provided makes for safe working 
conditions; ((ANBD)) and 
((-)) b. Employees on those platforms are protected from 
falling. 


Table 1 
Minimum Platform Width 
Minimum Platform Width 
Type of Scaffold Required 
Ladder jack scaffold 12 inches (20 cm) 
Pump jack scaffold 
Roof bracket scaffold 


Top plate bracket scaffold 


Boatswain's chair No minimum width 


for employees: 


ters: 


REFERENCE 
Fall protection | Are located in the All other scaffolds 18 inches (46 cm) 
requirements following chap- In the following sec- Exemption: 


tions: 


industry 


On walkways | Chapter 296-874 | WAC 296-874- 
within scaffolds | WAC, Scaffolds | 20056 

Erecting or dis- | Chapter 296-874 | WAC 296-874- 
mantling sup- | WAC, Scaffolds | 40010 

ported scaffolds 

Erecting or dis- | Chapter 296-24 Part J-1 

mantling sus- | WAC, General Working surfaces, 
pended scaf- safety and health | guarding floors and 
folds in general | standards wall openings, lad- 


ders 

AND 

Part J-3 

Powered platforms 


Erecting or dis- 
mantling sus- 
pended scaf- 
folds in con- 
struction work 


Chapter 296-155 
WAC, Safety 
standards for con- 
struction work 


Part C-1 

Fall protection 
requirements for 
construction 


((XYowmust: 


*)) (2) You must make sure wood platforms are not cov- 
ered with an opaque finish. 


((Exemption:)) 


EXEMPTION: tion. 


Note: 


Platform edges may be covered or marked for identifica- 


Platforms may be coated periodically with wood preservatives, 


fire-retardant finishes, or slip-resistant finishes if the coating 
does not obscure the top or bottom wood surfaces. 


AMENDATORY SECTION (Amending WSR 05-01-054, 


filed 12/7/04, effective 3/1/05) 


WAC 296-874-20010 Make sure platforms meet min- 
imum width requirements. ((eu-must: 

*)) You must make sure scaffold platforms meet the min- 
imum width requirements of Table 1, Minimum Platform 


Width. 


Permanent 


Platforms and walkways 
may be less than 18 inches 
(46 cm) wide if all of the 
following are met: 


((*)) 1. You can demonstrate 
that the area is so narrow 
that the platform or walk- 
way cannot be at least 18 
inches (46 cm) wide; 

((*)) 2. The platform or 
walkway is as wide as feasi- 
ble: 


((*)) 3. Employees on those 
platforms or walkways are 
protected from falling by 
using guardrails or personal 
fall arrest systems. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20012 Meet these requirements when 
using shorter platforms to create a longer platform. ((¥eu 
mast: 

*)) (1) You must make sure, when platforms are over- 
lapped to create a longer platform, that: 

((-)) (a) The overlap is over a support; ((AND 

-)) (b) The platforms are either: 

((@)) (i) Overlapped by at least twelve inches (30 cm); 
((OR 

=)) or 

(ii) Are nailed together or otherwise prevented from 
moving. 

((*)) (2) You must make sure, when platforms are butted 
together to create a longer platform, that each abutted plat- 
form end rests on a separate support surface. 


Note: Platforms may butt together on a common support member if 
the member is designed to support abutting platforms, such as 
either: 

(©) L. A "T" section; ((R)) or 

((*)) 2. Hook-on platforms designed to rest on common sup- 
ports. 


Washington State Register, Issue 15-23 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20014 Lay platform planks properly 
when the platform changes direction. ((Yeu-must: 

«)) You must do the following whenever platforms over- 
lap to change direction: 

((-)) d) First lay the platform that rests on a bearer at an 
angle other than a right angle; ((FHEN 

-)) then 

(2) Lay the platform that is perpendicular to the bearer. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20016 Stabilize the ends of platforms. 
((XYoumust: 

*)) (1) You must make sure each end of a platform: 

((-)) (a) Is cleated or restrained by hooks or equivalent 
means; ((OR 

-)) or 

(b) Extends over the centerline of its support at least six 
inches (15 cm). 

((*)) (2) You must make sure the cantilevered portion of 
a platform meets at least one of the following: 

((-)) (a) Is designed and installed to support employees 
or material without tipping; 

((-)) (b) Has guardrails which block employee access to 
the cantilevered end; 

((-)) (c) Extends over its support not more than: 

((#)) (i) Twelve inches (30 cm) if the platform length is 
ten feet or less; ((OR 

=)) or 

(ii) Eighteen inches (46 cm) if the platform length is 
greater than ten feet. 


Note: The cantilevered portion of a platform is the portion that is not 
supported on one end. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20018 Keep platform sag within 
acceptable limits. ((Yeu-must: 

*)) You must make sure a loaded platform does not sag 
more than one-sixtieth of the span. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20020 Provide safe access to scaffolds. 
((Meu-must: 

*)) (1) You must provide scaffold platforms more than 
two feet (0.6 m) above or below a point of access with at least 
one of the following means of access: 

((-)) (a) Portable, hook-on, or attachable ladder; 

((-)) (b) Stairway-type ladder; 

((-)) (c) Ladder stand; 

((-)) (d) Stair tower (scaffold stairway or tower); 

((-)) (e) Ramp; 

(©) ®© Walkway; 

((-)) (2) Integral prefabricated scaffold access; 
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((-)) (h) Direct access from another scaffold, structure, 
personnel hoist, or similar surface. 

((*)) (2) You must make sure crossbraces are not used as 
a means of access. 


Reference: For requirements about integral prefabricated scaffold 


access, go to WAC 296-874-40020. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20022 Make sure portable, hook-on, 
and attachable ladders meet these requirements. ((Yeu 
mast: 

*)) (1) You must position portable, hook-on, and attach- 
able ladders so they do not tip the scaffold. 

((*)) (2) You must make sure hook-on and attachable lad- 
ders meet all of the following: 

((-)) (a) Specifically designed and used for that type of 
scaffold; 

((-)) (b) Have rungs that are: 

((#)) G) Uniformly spaced; 

((@)) Gi) Not more than sixteen and three-quarters inches 
apart; 

((m)) (iii) At least eleven and one-half inches (29 cm) 
long; 

((m)) (iv) Lined up vertically between rest platforms. 

((*)) (3) You must position the bottom rung not more 
than twenty-four inches (61 cm) above the scaffold support- 
ing level. 

((*)) (4) You must have rest platforms at vertical inter- 


vals not greater than twenty-four feet (7.3 m) on supported 
scaffolds. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20024 Make sure stairway-type lad- 
ders meet these requirements. ((Yeu-must: 


*)) (1) You must make sure stairway-type ladders meet 
all of the following: 


((-)) (a) Position the bottom step not more than twenty- 
four inches (61 cm) above the scaffold supporting level; 

((-)) (b) Have rest platforms not more than twelve feet 
(3.7 m) apart vertically; 

((-)) (c) Have slip-resistant surfaces on treads and land- 
ings; 

((-)) (d) Have steps that: 

((m)) G) Are at least sixteen inches (41 cm) wide; ((ANB 

=)) and 

(ii) Line up vertically between rest platforms. 

((*)) (2) You must make sure mobile ladder stands have 
steps that are at least eleven and one-half inches (30 cm) 
wide. 


(Definition: 


ladder consisting of aawide flat tread ladder inthe form of 
staits:)) 
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AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20026 Make sure stair towers meet 
these requirements. ((Yeumust: 

*)) (1) You must make sure stair towers (scaffold stair- 
ways or towers) meet all of the following: 

((-)) (a) Are positioned so the bottom step is not more 
than twenty-four inches (61 cm) above the scaffold support- 
ing level; 

((-)) (b) Are at least eighteen inches (45.7 cm) wide 
between stair rails; 

((-)) (c) Have slip-resistant surfaces on treads and land- 
ings; 

((-)) (d) Are installed at an angle of forty to sixty degrees 
from the horizontal. 

((*)) (2) You must provide a landing platform at least 
eighteen inches (45.7 cm) wide by eighteen inches (45.7 cm) 
long at each level. 

((*)) (3) You must provide guardrails on the open sides 
and ends of each landing. 


Reference: For requirements about guardrails, go to WAC 296-874- 
20064. 
((Yeuamust: 


*)) (4) You must make sure steps meet all of the follow- 
ing requirements: 
((-)) (a) Line up vertically between rest platforms; 
((-)) (b) Have uniform tread depth, within one-quarter 
inch (0.6 cm), for each flight of stairs; 
((-)) (c) Have uniform riser height, within one-quarter 
inch (0.6 cm), for each flight of stairs. 
Note: Riser height may have larger variations at the top step and bot- 
tom step of the entire stair system, but not at the top and bottom 
steps within each flight of stairs. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20028 Make sure stair rails and hand- 
rails meet these requirements. ((Yeu4must: 

*)) (1) You must provide a stair rail that meets all of the 
following on each side of a scaffold stairway: 

((-)) (a) Has a toprail and midrail; 

((-)) (b) Has a toprail that can serve as a handrail if a sep- 
arate handrail is not provided; 

((-)) (c) Is at least twenty-eight inches (71 cm) but not 
more than thirty-seven inches (94 cm) high. 


Note: Stair rail height is measured from the upper surface of the stair 
rail to the surface of the tread, in line with the face of the riser 
at the forward edge of the tread. 


((Yommist: 

*)) (2) You must make sure stair rail systems and hand- 
rails have: 

((-)) (a) A surface that prevents employees from: 

((#)) i) Being injured by punctures or lacerations; ((OR 

=)) or 

(ii) Snagging their clothing. 

((-)) (b) Ends that do not create a projection hazard. 

((*)) (3) You must make sure handrails, and top rails that 
are used as handrails: 
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((-)) (a) Provide an adequate handhold for employees to 
grasp to avoid falling; ((ANB 

-)) and 

(b) Are at least three inches (7.6 cm) from other objects. 


AMENDATORY SECTION (Amending WSR 13-04-073, 
filed 2/4/13, effective 4/1/13) 


WAC 296-874-20030 Make sure ramps and walk- 
ways used to access scaffolds meet these requirements. 
((Meu-must: 

*)) (1) You must make sure ramps and walkways are not 
inclined at a slope steeper than one vertical in three horizontal 
(1:3 or twenty degrees from the horizontal). 

((*)) (2) You must make sure ramps and walkways that 
are inclined at a slope steeper than one vertical in eight hori- 
zontal (1:8) have cleats to provide footing which are: 

((-)) (a) Securely fastened to the planks; ((ANB 

-)) and 

(b) Spaced not more than fourteen inches (35 cm) apart. 


Reference: Ramps and walkways that are four feet (1.2 m) or more 
above a lower level need to have a guardrail system. 
Those requirements are found in other chapters. 

((-)) 1. For general industry activities, go to((: 

#)) working surfaces, guarding floors and wall openings, 
Part J-1, in the general safety and health standards, chap- 
ter 296-24 WAC; 

((-)) 2. For construction activities, go to(( 

#)) floor openings, wall openings, and stairways, Parts 
C-1 and J, in the safety standards for construction work, 
chapter 296-155 WAC. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20032 Make sure surfaces used to 
access scaffolds are close enough to use safely. ((¥eu 
mast: 

«)) You must make sure a surface used to provide access 
to or from a scaffold is not further from the scaffold than: 

((-)) d) Fourteen inches (36 cm) horizontally; 

((-)) (2) Twenty-four inches (61 cm) vertically. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20034 Inspect scaffolds and scaffold 
components. ((Yeu-mst: 

«)) You must make sure scaffolds and scaffold compo- 
nents are inspected for visible defects by a competent person: 

((-)) d) Before each work shift; ((ANB 

-)) and 

(2) After anything occurs that could affect the scaffold's 
structural integrity. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20036 Make sure damaged or weak- 
ened scaffolds meet minimum strength requirements. 
((Meu-nnust: 
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«)) You must make sure any scaffold or scaffold compo- 
nent that has been damaged or weakened so that it no longer 
meets the minimum strength requirements of this chapter, is 
immediately either: 

((-)) d) Repaired, replaced, or braced to meet the mini- 
mum strength requirements; ((OR 


-)) or 
(2) Removed from service until repaired. 
Reference: For information on minimum strength requirements for 


suspended and supported scaffolds, go to the following 
sections within this chapter: 

((-)) 1. Make sure suspended scaffolds and scaffold com- 
ponents meet these strength requirements, WAC 296- 
874-30002; 

((-)) 2. Make sure supported scaffolds and scaffold com- 
ponents meet these strength requirements, WAC 296- 
874-40002. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20038 Make sure scaffolds are prop- 
erly loaded. ((eu-must: 

*)) (1) You must load scaffolds as specified in the: 

((-)) (a) Manufacturer's instructions; ((OR 

-)) or 

(b) Design of the qualified person. 

((*)) (2) You must make sure scaffolds and scaffold com- 
ponents do not exceed their maximum intended load or rated 
load, whichever is less. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20040 Protect employees when mov- 
ing scaffolds. ((4eu-nrast: 

*)) You must make sure scaffolds are not moved horizon- 
tally while employees are on them. 
((Exemption:)) 
EXEMPTION: 


A scaffold may be moved horizontally with employees 
on it if the scaffold: 

((*)) 1. Has been specifically designed for such move- 
ment by a registered professional engineer; ((@R)) or 
((*)) 2. Is a mobile scaffold that meets the requirements 
of the section, Meet these requirements when moving 
mobile scaffolds, WAC 296-874-40012. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20042 Increase employee working 
level height on scaffolds safely. ((4eu-nrust: 

*)) (1) You must make sure makeshift devices, such as 
boxes and barrels, are not used on scaffold platforms to 
increase the working level height for employees. 

((*)) (2) You must meet all of the following when using 
stilts on scaffolds: 

((-)) (a) Use stilts only on large area scaffolds((;)). 

((-)) (b) Increase the height of a guardrail system used for 
fall protection by an amount equal to the height of the stilts 
being used((:)). 

((-)) (c) Make sure scaffold platforms where stilts are 
used are flat and free of: 
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((æ)) (i) Pits, holes, and obstructions such as debris; 
(ANB 

=)) and 

(ii) Other tripping or falling hazards. 

((-)) (d) Make sure stilts are: 

((#)) Gi) Properly maintained; ((ANBD 

=)) and 

(ii) Not altered from the original equipment ((is—net 
altered)) without the manufacturer's approval. 

((*)) (e) Meet all of the following when using ladders on 
scaffolds: 

((-)) Gi) Use ladders only on large area scaffolds; 

((-)) Gi) Secure the platform units to the scaffold to pre- 
vent movement; 

((-)) Gii) Secure the scaffold against the sideways thrust 
exerted by the ladder if the ladder is placed against a structure 
that's not part of the scaffold; 

((-)) (iv) Make sure the ladder legs are: 

((m)) (A) Secured to prevent them from slipping or being 
pushed off the platform; ((ANB 

=)) and 

(B) On the same scaffold platform, or use other means, 
to stabilize the ladder against uneven platform deflection. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20044 Control loads being hoisted 
near scaffolds. ((4eu-must: 

«)) You must use a tag line or equivalent measures to 
control loads being hoisted onto or near a scaffold if the load 
could swing and contact the scaffold. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20046 Protect employees from ener- 
gized power lines. ((4euamust: 

*)) You must make sure scaffolds are erected, moved, 
altered, or dismantled so that they, and any conductive mate- 
rial handled on them, are kept at least as far from exposed and 
energized power lines as shown in Table 2, Minimum Sepa- 
ration Distance from Energized Power Lines. 


Table 2 
Minimum Separation Distance from Energized Power 
Lines 


Minimum Separation 
Distance 


3 feet (0.9 m) 


Voltage 


Less than 300 volts (insu- 
lated lines) 


Less than 300 volts (uninsu- 
lated lines) 


300 volts to 50 kv 


10 feet (3.1 m) 


10 feet (3.1 m) 


10 feet (3.1 m) + 0.4 inches 
(1.0 cm) for each 1 kv over 
50 kv 
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Minimum Separation 


Voltage Distance 


More than 50 kv Note: You may use an alter- 
native minimum separation 
distance of 2 times the 
length of the line insulator, 


but never less than 10 feet 


(3.1 m). 
((Exemptien:))  Scaffolds and conductive materials handled on scaffolds 
EXEMPTION: may be closer to power lines than the minimum separa- 


tion distance specified in Table 2 if all of the following 
are met: 

((*)) L. Less clearance is necessary to do the work; 

((*)) 2. The utility company or electrical system operator 
has been notified of the need to work closer to the power 
lines; 

((*)) 3. The utility company or electrical system operator 
has done at least one of the following: 

((-)) a. ((Deenergized)) De-energized the lines; 

((-)) b. Relocated the lines to meet the minimum separa- 
tion distance requirement; 

((-)) c. Installed protective coverings over the lines to 
prevent accidental contact. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20048 Protect employees from 
weather hazards. ((Yeu-mrst: 

*)) (1) You must prohibit work on or from scaffolds 
during storms or high winds unless both of the following are 
met: 

((-)) (a) A competent person has determined that it is safe 
for employees to be on the scaffold; 

((-)) (b) The employees are protected by either: 

((#)) i) A personal fall arrest system; ((OR 

®)) or 

(ii) Wind screens. 

((*)) (2) You must make sure wind screens are not used 
unless the scaffold is secured against the anticipated wind 
forces. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20050 Protect employees from slip- 
ping and tripping hazards. ((Yeu-must: 

*)) (1) You must make sure debris does not accumulate 
on platforms. 

((*)) (2) You must prohibit employees from working on 
scaffolds covered with snow, ice, or other slippery material. 
((Exemption:)) 
EXEMPTION: 


Employees may be on scaffolds as necessary to remove 
the slipping hazard. 


AMENDATORY SECTION (Amending WSR 13-04-073, 
filed 2/4/13, effective 4/1/13) 


WAC 296-874-20052 Provide fall protection for 
employees on scaffolds. ((Yeu-nrust: 
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*)) (1) You must protect each employee on a scaffold 
more than ten feet (3.1 m) above a lower level, from falling to 
the lower level, by providing either: 

((-)) (a) A personal fall arrest system; ((OR 


-)) or 
(b) Guardrails. 
REFERENCE 
Fall protection | Are located in the 
requirements following chap- In the following sec- 


mantling sus- 
pended scaf- 
folds in general 
industry 


for employees: | ters: tions: 

On walkways | Chapter 296-874 | WAC 296-874- 
within scaffolds | WAC, Scaffolds | 20056 
Erecting or dis- | Chapter 296-874 | WAC 296-874- 
mantling sup- | WAC, Scaffolds | 40010 

ported scaffolds 

Erecting or dis- | Chapter 296-24 Part J-1 


WAC, General 
safety and health 
standards 


Working surfaces, 
guarding floors and 
wall openings, lad- 
ders 

((ANB)) and 

Part J-3 Powered 
platforms 


Erecting or dis- 
mantling sus- 
pended scaf- 
folds in con- 
struction work 


Chapter 296-155 
WAC, Safety 
standards for con- 
struction work 


Part C-1 Fall protec- 
tion requirements 
for construction 


((Meu-mrust: 


*)) (2) You must make sure employees erecting the scaf- 
fold install the guardrail system, if required, before the scaf- 
fold is used by any other employees. 


AMENDATORY SECTION (Amending WSR 05-01-054, 


filed 12/7/04, effective 3/1/05) 


WAC 296-874-20054 Provide fall protection if a scaf- 
fold is too far from the work face. (“Yeu+must: 

«)) You must provide a guardrail system along the front 
edge of the platform, or have employees use a personal fall 
arrest system, if the distance from the front edge of the plat- 
form to the work face is greater than: 

((-)) (L) Eighteen inches (46 cm) for scaffolds used for 
plastering and lathing operations; 

((-)) (2) Fourteen inches (36 cm) for all other scaffolds. 


AMENDATORY SECTION (Amending WSR 07-17-026, 


filed 8/7/07, effective 10/6/07) 


WAC 296-874-20056 Provide specific fall protection 
for specific types of scaffolds. ((Yeu-rast: 

*)) (1) You must use a personal fall arrest system to pro- 
tect employees on the following scaffolds: 

((-)) (a) Boatswain's chair; 

((-)) (b) Catenary scaffold; 

((-)) (c) Float scaffold; 
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((-)) (d) Ladder jack scaffold; 

((-)) (e) Needle beam scaffold. 

((*)) (2) You must use a personal fall arrest system and a 
guardrail system to protect employees on: 

((-)) (a) Single-point adjustable suspension scaffolds; 
(CAND 

-)) and 

(b) Two-point adjustable suspension scaffolds. 

((*)) (3) You must protect employees working on a self- 
contained adjustable scaffold that has the platform: 

((-)) (a) Supported by the frame structure, using a guard- 
rail system with a minimum two hundred pound toprail 
capacity. 

((-)) (b) Suspended by ropes, using: 

((#)) G) A guardrail system with a minimum two hun- 
dred pound toprail capacity; ((ANB 

=)) and 

(ii) A personal fall arrest system. 

((*)) (4) You must protect employees on walkways 
located within a scaffold by using a guardrail system that 
meets all of the following: 

((-)) (a) Has a minimum two hundred pound toprail 
capacity; 

((-)) (b) Is installed within nine and one-half inches (24.1 
cm) of the walkway; 

((-)) (c) Is installed along at least one side of the walk- 
way. 


AMENDATORY SECTION (Amending WSR 13-04-073, 
filed 2/4/13, effective 4/1/13) 


WAC 296-874-20058 Make sure personal fall arrest 
systems meet these requirements. ((4eu-mrast: 

*)) (1) You must make sure personal fall arrest systems 
used on scaffolds for general industry activities, meet the 
requirements of personal fall arrest system, Appendix C, Part 
1, WAC 296-24-88050, in powered platforms, Part J-3, found 
in the general safety and health standards, chapter 296-24 
WAC. 

((*)) (2) You must make sure personal fall arrest systems 
are attached by a lanyard to one of the following: 

((-)) (a) Vertical lifeline; 

((-)) (b) Horizontal lifeline; 

((-)) (c) Appropriate structural member of the scaffold. 


Reference: 


Requirements for personal fall arrest systems used on 
scaffolds for construction activities are in Part C-1, 
found in the safety standards for construction work, 
chapter 296-155 WAC. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20060 Make sure vertical lifelines 
used with personal fall arrest systems meet these require- 
ments. ((“Yeusmust: 

*)) (1) You must make sure vertical lifelines are all of the 
following: 

((-)) (a) Fastened to a fixed, safe point of anchorage; 

((-)) (b) Independent of the scaffold; 

((-)) (c) Protected from sharp edges and abrasion. 
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Note: Safe points of anchorage include structural members of build- 
ings, but do not include: 
((*)) 1. Standpipes, vents, or other piping systems; 
((*)) 2. Electrical conduit; 
((*)) 3. Outrigger beams; 
((*)) 4. Counterweights. 


(Eerst 

*)) (2) You must make sure vertical lifelines, indepen- 
dent support lines, and suspension ropes are not attached to 
any of the following: 

((-)) (a) Each other; 

((-)) (b) The same point of anchorage; 

((-)) (c) The same point on the scaffold. 

((*)) G) You must make sure vertical lifelines, indepen- 
dent support lines, and suspension ropes do not use the same 
point of anchorage. 

((*)) (4) You must make sure independent support lines 
and suspension ropes are not attached to a personal fall arrest 
system. 

((*)) (5) You must make sure vertical lifelines are not 
used with single-point or two-point adjustable suspension 
scaffolds that have overhead components such as overhead 
protection or additional platform levels. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20062 Make sure horizontal lifelines 
used with personal fall arrest systems meet these require- 
ments. ((“Meumust: 

*)) (1) You must equip single-point or two-point adjust- 
able suspension scaffolds that use horizontal lifelines or 
structural members of the scaffold for fall protection with 
both of the following: 

((-)) (a) Additional independent support lines that are 
equal in number and equivalent in strength to the suspension 
ropes; 

((-)) (b) Automatic locking devices capable of stopping 
the scaffold from falling if one or both of the suspension 
ropes fail. 

((*)) (2) You must make sure horizontal lifelines are 
secured to either: 

((-)) (a) Two or more structural members of the scaffold; 
((OR 

-)) or 

(b) Looped around both the suspension ropes and inde- 
pendent support lines above the hoist and brake attached to 
the end of the scaffold. 

((*)) (3) You must make sure independent support lines 
and suspension ropes are not: 

((-)) (a) Attached to each other or the same point on the 
scaffold; 

((-)) (b) Attached to or use the same point of anchorage. 

((*)) (4) You must make sure independent support lines 
and suspension ropes are not attached to either: 

((-)) (a) A personal fall arrest system; ((OR 

-)) or 

(b) The same point on the scaffold as a personal fall 
arrest system. 
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((*)) (5) You must make sure, if a horizontal lifeline is 
used where it may become a vertical lifeline, that the device 
used to connect a lanyard to the horizontal lifeline is capable 
of locking in both directions on the lifeline. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20064 Make sure guardrail systems 
meet these requirements. ((Yeumust: 


*)) (1) You must make sure guardrails, if required, are 
installed along all open sides and ends of platforms. 


((Exemption:)) For employees doing overhand bricklaying operations 
EXEMPTION: from a supported scaffold, a guardrail is not required on 
the side next to the wall. 
(Definition: 


Yeou-smust: 


*)) (2) You must make sure the height of the toprail top 
edge, or the equivalent member, of supported scaffolds is: 

((-)) (a) At least thirty-six inches (0.9 m) and not more 
than forty-five inches (1.2 m) above the platform surface for 
scaffolds manufactured or first placed in service before Jan- 
uary 1, 2000; 

((-)) (b) At least thirty-eight inches (0.97 m) and not 
more than forty-five inches (1.2 m) above the platform sur- 
face for scaffolds manufactured or first placed in service 
after January 1, 2000. 


((*)) (3) You must make sure the height of the toprail top 
edge, or the equivalent member, of suspended scaffolds that 
require guardrails and personal fall arrest systems, is at least 
thirty-six inches (0.9 m) and not more than forty-five inches 
(1.2 m) above the platform surface. 

((Exemption:)) 
EXEMPTION: 


When conditions warrant, the height of the top edge of 
the toprail may be greater than forty-five inches if the 
guardrail system meets all other criteria of this chapter. 


((Moumust: 

*)) (4) You must make sure the top edge of the toprail 
doesn't drop below the required height when the minimum 
load, shown in Table 3, Minimum Toprail and Midrail 
Strength Requirements, is used. 

((*)) (5) Each toprail and midrail, or equivalent member, 
of a guardrail system must be able to withstand, without fail- 
ure, the force shown in Table 3, Minimum Toprail and Mid- 
rail Strength Requirements, when the force is applied as fol- 
lows: 

((-)) (a) To the toprail in a downward or horizontal direc- 
tion at any point along its top edge; 

((-)) (b) To the midrail in a downward or horizontal 
direction at any point. 


Note: Midrail includes screens, mesh, intermediate vertical members, 
solid panels, and equivalent structural members of the guard- 
rail system. 
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Table 3 

Minimum Toprail and Midrail Strength Requirements 
Type of Scaffold | Toprail Capacity | Midrail Capacity 
((*)) Single-point | 100 pounds 75 pounds 
adjustable suspen- | (445 n) (333 n) 
sion scaffolds 
((*)) Two-point 
adjustable suspen- 
sion scaffolds 
((*)) All other 200 pounds 150 pounds 
scaffolds (890 n) (666 n) 
((*)) Walkways 
within a scaffold 

((Mou-must: 


*)) (6) You must install midrails, screens, mesh, interme- 
diate vertical members, solid panels, or equivalent structural 
members as follows: 

((-)) (a) Midrails at a height approximately midway 
between the top edge of the guardrail system and the platform 
surface; 

((-)) (b) Screens and mesh: 

((#)) G) From the top edge of the guardrail system to the 
scaffold platform; ((ANB 

=)) and 

(ii) Along the entire opening between the supports((;)). 

((-)) (c) Intermediate members, such as balusters or addi- 
tional rails, not more than nineteen inches (48 cm) apart. 

((*)) (7) You must make sure steel or plastic banding is 
not used as a toprail or midrail. 

((*)) (8) You must have a competent person inspect 
manila rope and plastic or other synthetic rope that is used as 
a toprail or midrail as frequently as necessary to make sure it 
continues to meet the strength requirements for a toprail or 
midrail. 
Note: Crossbraces may be used as a toprail or midrail in a guardrail 

system if they meet the following requirements: 
((*)) 1. The crossing point of the two braces is between: 
((-)) a. 20" and 30" above the work platform when used as a 
midrail. 
((-)) b. 38" and 48" above the work platform when used as a 
toprail. 
((*)) 2. The end points at each upright are not more than 48" 
apart. 
((Moumust: 
*)) (9) You must make sure guardrails have a surface that 
prevents: 

((-)) (a) Puncture and laceration injuries; ((ANB 

-)) and 

(b) Snagging clothing. 

((*)) (10) You must make sure any rail extending beyond 
the post of a guardrail does not create a projection hazard. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20066 Provide falling object protec- 
tion. 
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Reference: Hardhats and possibly other personal protective equip- 


ment has to be used to protect employees exposed to 
overhead hazards. 


((*)) 1. Those requirements are found in the safety and 
health core rules, chapter 296-800 WAC. 

((-)) 2. Go to personal protective equipment (PPE), WAC 
296-800-160. 


((Mou-must: 

*)) (1) You must protect employees from being struck by 
tools, materials, or equipment falling from a scaffold by 
doing one or more of the following: 

((-)) (a) Use a barricade to keep employees out of the 
area where falling objects could be a hazard((:)). 

((-)) (b) Install a toeboard along the edge of the platform 
anywhere an object could fall on an employee below((:)). 

((-)) (c) Install paneling or screening that covers from the 
top of the guardrail to the toeboard or platform anywhere the 
toeboard is not high enough to keep objects from falling off 
the platform((;)). 

((-)) (d) Install a guardrail system with openings small 
enough to keep potential falling objects from passing 
through((;)). 

((-)) (e) Erect a canopy structure, debris net, or catch 
platform over employees that does all of the following: 

((œ)) G) Will contain or deflect falling objects; 

((m)) Gi) Is strong enough to withstand the impact forces; 

((m)) Gii) Is installed between the falling object hazard 
and the employees. 

((*)) (2) You must make sure potential falling objects 
that are too large or heavy to be contained or deflected by the 
falling object protection you are using are: 

((-)) (a) Moved away from the edge of the surface they 
could fall from; ((ANB 

~)) and 

(b) Secured, as necessary, to prevent falling. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20068 Provide additional support 
lines on suspended scaffolds using a canopy for falling 
object protection. ((4eu-mrast: 

*)) You must equip suspended scaffolds, that use a can- 
opy for falling object protection, with additional independent 
support lines that meet all of the following: 

((-)) (1) Have the same number of support lines as there 
are suspension ropes; 

((-)) (2) Are equivalent in strength to the suspension 
ropes; 

((-)) (3) Are not attached to the same point of anchorage 
as the suspension ropes. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20070 Make sure toeboards meet 
these requirements. ((Yeu-mrust: 

*)) You must make sure toeboards, when used, are: 

((-)) (C) At least three and one-half inches (9 cm) high 
from the top edge of the toeboard to the platform; 
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((-)) (2) Securely fastened along the outer edge of the 
platform; 

((-)) (3) Installed for enough distance along the platform 
to protect employees below; 

((-)) (4) Installed so the gap between the bottom of the 
toeboard and the platform is one-quarter inch (0.7 cm) or 
less; 

((-)) (5) Solid or with openings that are one inch (2.5 cm) 
or less in the largest dimension; 

((-)) (6) Able to withstand, without failing, a force of at 
least fifty pounds (222 n) applied in a downward or horizon- 
tal direction anywhere along the toeboard. 


(Exemption) 
EXEMPTION: 


On float (ship) scaffolds, an edging of three-quarters by 
one and one-half inch (2 x 4 cm) wood or the equivalent 
may be used instead of a toeboard. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20072 Train employees who work on 
a scaffold. ((Yeunst: 

*)) (1) You must have a qualified person train each 
employee who works on a scaffold to: 

((-)) (a) Recognize the hazards associated with the type 
of scaffold they are using; ((ANÐ 

-)) and 

(b) Understand the procedures to control or minimize the 
hazards. 

((*)) (2) You must include the following subjects in your 
training: 

((-)) (a) Hazards in the work area and how to deal with 
them, including: 

((#)) G) Electrical hazards; 

((m)) Gi) Fall hazards; 

((@)) Gii) Falling object hazards; 

((=)) (iv) How to erect, maintain, and disassemble the 
fall protection and falling object protection systems being 
used((5)). 

((-)) (b) How to: 

((#)) G) Use the scaffold; 

((=)) Gi) Handle materials on the scaffold((:)). 

((-)) (c) The load-carrying capacity and maximum 
intended load of the scaffold((:)). 

((-)) (d) Any other requirements of this chapter that 
apply. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20074 Train employees who erect, dis- 
mantle, operate or maintain scaffolds. ((Yeu-must: 

*)) (1) You must have a competent person train each 
employee who erects, disassembles, moves, operates, repairs, 
maintains, or inspects scaffolds to recognize any hazards 
associated with the work. 

((*)) (2) You must make sure the training includes at 
least the following subjects: 

((-)) (a) Hazards in the work area and how to deal with 
them; 
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((-)) (b) The correct procedures for erecting, disassem- 
bling, moving, operating, repairing, inspecting, and maintain- 
ing the type of scaffold being used; 

((-)) (c) The design criteria, maximum intended load-car- 
rying capacity and intended use of the scaffold; 

((-)) (d) Any other requirements of this chapter that 
apply. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-20076 Retrain employees when neces- 
sary. ((¥Youmuast: 

*)) (1) You must retrain employees to reestablish profi- 
ciency if you believe they lack the skill or understanding to 
safely erect, use, or dismantle a scaffold. 

((*)) (2) You must retraining is required in at least the 
following situations: 

((-)) (a) An employee's work involving scaffolds is inad- 
equate and indicates they lack the necessary proficiency((:)). 

((-)) (b) A change in any of the following that presents a 
hazard the employee has not been trained for: 

((#)) G) Worksite; 

((m)) Gi) Type of scaffold; 

((#)) Gii) Fall protection; 

((#)) (iv) Falling object protection; 

((#)) (v) Other equipment. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-300 Suspended scaffolds. 

((Seetion-eontents:)) Summary 

Your responsibility: 

To meet these requirements when using suspended scaf- 
folds. 


((Make-sure-suspended _seaffolds_andseaffeld compe- 
nents-meetthese-strensth requirements 
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folds 
WAC296-874 30034. 
folds 


WAC 296-874-30042. 
Meeti ý i ine sinel intadi 
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You must meet the 
Make sure suspended scaf- 
folds and scaffold compo- 
nents meet these strength 
requirements 
Make sure suspended scaf- 
fold outrigger beams meet 
these requirements 


in this section: 


WAC 296-874-30002 


WAC 296-874-30004 


Make sure counterweights 
are safe and used properly 


WAC 296-874-30006 


Make sure tiebacks meet 
these requirements 


WAC 296-874-30008 


Make sure suspended scaf- 
fold support devices meet 
these requirements 

Make sure scaffold hoists 
meet these requirements 


WAC 296-874-30010 


WAC 296-874-30012 
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You must meet the 
requirements ... 


in this section: 


You must meet the. 
requirements ... 


in this section: 


Make sure scaffold hoists 
retain enough suspension 
rope 


WAC 296-874-30014 


Make sure wire rope is in 
good condition 


WAC 296-874-30016 


Make sure wire suspension 
rope connections meet these 


requirements 


WAC 296-874-30018 


Make sure wire rope clips 
are used properly 


WAC 296-874-30020 


Prevent swaying of two- 
point and multipoint suspen- 
sion scaffolds 


WAC 296-874-30022 


Use emergency escape and 
rescue devices appropriately 


WAC 296-874-30024 


Protect suspension ropes 
from heat or corrosive sub- 
stances 


WAC 296-874-30026 


Take precautions while 
welding 


WAC 296-874-30028 


Prohibit use of gasoline- 
powered equipment on sus- 


pended scaffolds 


WAC 296-874-30030 


Meet these requirements 
when using catenary scaf- 
folds 


WAC 296-874-30032 


Meet these requirements 
when using float (ship) scaf- 
folds 


WAC 296-874-30034 


Meet these requirements 
when using interior hung” 
scaffolds 


WAC 296-874-30036 


Meet these requirements 
when using multilevel sus- 


pended scaffolds 


WAC 296-874-30038 


Meet these requirements 
when using multipoint 
adjustable suspension scaf- 
folds 


WAC 296-874-30040 


Meet these requirements 
when using needle beam 
scaffolds 


WAC 296-874-30042 


Meet these requirements 
when using single-point 
adjustable suspension scaf- 
folds 


WAC 296-874-30044 
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Meet these requirements 
when using two-point 
adjustable suspension scaf- 
folds (swing stages) 


WAC 296-874-30046 


AMENDATORY SECTION (Amending WSR 05-01-054, 


filed 12/7/04, effective 3/1/05) 


WAC 296-874-30002 Make sure suspended scaffolds 
and scaffold components meet these strength require- 


ments. ((¥Yow-mast: 


*)) (1) You must meet the following strength require- 


ments: 


((-)) (a) Suspended scaffolds must support, without fail- 
ure, the total of their own weight plus four times the maxi- 


mum intended load; 


((-)) (b) Suspended scaffold components must meet the 
requirements contained in Table 4, Suspended Scaffold 


Strength Requirements. 


((*)) (2) Surfaces that support scaffold support devices 
must withstand four times the rated load of the hoist. 


Note: 


Scaffold support devices include outrigger beams, cornice 


hooks, parapet clamps, and similar devices. 


Table 4 
Suspended Scaffold Strength Requirements 


These scaffold compo- 
nents: 


Must meet these strength 
requirements: 


Adjustable scaffold 

((-)) Suspension ropes, 
including connecting hard- 
ware 


Support six times the rated 
load of the hoist. 


Adjustable scaffold 

((-)) Direct connections to 
roofs and floors 

((-)) Counterweights used to 
balance the scaffold 


Resist four times the tipping 
moment with the scaffold 
operating at the rated load of 
the hoist. 


Nonadjustable scaffold 
((-)) Suspension ropes, 
including connecting hard- 
ware 


Support six times the maxi- 
mum intended load applied 
or transmitted to the rope. 


All other scaffold compo- 
nents 


Support its own weight plus 
four times the maximum 
intended load. 


AMENDATORY SECTION (Amending WSR 05-01-054, 


filed 12/7/04, effective 3/1/05) 


WAC 296-874-30004 Make sure suspended scaffold 
outrigger beams meet these requirements. ((Yeu-nrist: 

*)) (1) You must make sure outrigger beams are made of 
structural metal or equivalent strength material. 

((*)) (2) You must stabilize the inboard ends of outrigger 


beams by using either: 
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((-)) (a) Bolts or other direct connections to the floor or 
roof deck; ((OR 

-)) or 

(b) Counterweights and tiebacks. 

((Exemption:)) 
EXEMPTION: 

((XYowmmuast: 

*)) (3) You must make sure, before the scaffold is used, 
that a competent person: 

((-)) (a) Evaluates the direct connections; ((ANB 

-)) and 

(b) Confirms that the supporting surfaces can support the 
loads placed on them. 

((*)) (4) You must make sure suspended scaffold outrig- 
ger beams are all of the following: 

((-)) (a) Restrained to prevent moving; 

((-)) (b) Provided with stop bolts or shackles at both 
ends; 

((-)) (c) Securely fastened together with the flanges 
turned out when channel iron beams are used in place of I- 
beams; 

((-)) (d) Set and maintained with the web in a vertical 
position; 

((-)) (e) Placed so the suspension rope is centered over 
the stirrup. 


((*)) (5) You must place outrigger beams at a right angle 
(perpendicular) to their bearing support. 


(Exemption) 
EXEMPTION: 


Masons' multipoint adjustable scaffold outrigger beams 
cannot be stabilized by counterweights. 


Outrigger beams can be placed at other than a right angle 
(perpendicular) if: 

((*)) 1. You can demonstrate that immovable obstruc- 
tions make it impossible to place the beams at a right 
angle (perpendicular) to their bearing support; ((ANB)) 
and 


((*)) 2. Opposing angle tiebacks are used. 


Note: The angle between the outrigger beam and the bearing support 
is usually the same as the angle between the outrigger beam 
and the face of the building or structure. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-30006 Make sure counterweights are 
safe and used properly. ((“Yeumust: 
*)) (1) You must make sure counterweights: 
((-)) (a) Are made of material that cannot flow; ((AND 
-)) and 
(b) Have been specifically designed to be used as coun- 
terweights. 
Note: The following cannot be used as counterweights: 
((*)) 1. Sand, gravel and similar materials that can be easily dis- 
located; 
((*)) 2. Construction material such as masonry units and roof- 
ing felt. 


((Yowmmust: 

*)) (2) You must secure counterweights to outrigger 
beams by mechanical means to prevent them from being 
accidentally detached. 

((*)) B) You must leave counterweights attached to the 
outrigger beams until after the scaffold has been disassem- 
bled. 
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AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-30008 Make sure tiebacks meet these 
requirements. ((Yeu-must: 

*)) (1) You must make sure tiebacks are equivalent in 
strength to the suspension ropes. 

((*)) (2) You must make sure tiebacks are secured to a 
structurally sound anchorage on the building or structure and 
installed: 

((-)) (a) At a right angle (perpendicular) to the face of the 
building or structure; ((6R 


-)) or 
(b) As opposing angle tiebacks. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-30010 Make sure suspended scaffold 
support devices meet these requirements. ((Yeurist: 

*)) You must make sure suspended scaffold support 
devices, such as cornice hooks, roof hooks, roof irons, para- 
pet clamps, or similar devices, are: 


((-)) d) Made of steel, wrought iron, or other material of 
equivalent strength; 


((-)) (2) Supported by bearing blocks; 
((-)) (3) Prevented from moving by using tiebacks. 


Reference: ((*)) 1. For outrigger beam requirements, go to WAC 


296-874-30004; 


((*)) 2. For tieback requirements go to WAC 296-874- 
30008. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-30012 Make sure scaffold hoists meet 
these requirements. ((Yeumust: 


*)) (1) You must make sure the stall load of any scaffold 
hoist is not more than three times its rated load. 


((*)) (2) You must make sure the design of scaffold 
hoists has been tested by an independent nationally recog- 
nized testing laboratory. 


((*)) (3) You must make sure scaffold hoists have both a: 
((-)) (a) Normal operating brake; (ANB 
-)) and 


(b) Braking device or locking pawl which automatically 
engages when the hoist has an uncontrolled: 


((#)) (i) Instantaneous change in momentum; ((OR 
=)) or 
(ii) An accelerated overspeed. 


((*)) (4) You must prohibit use of gasoline-powered 
hoists on suspended scaffolds. 


((*)) (5) You must enclose the gears and brakes of 
power-operated hoists used on suspended scaffolds. 


((*)) (6) You must make sure manually operated hoists 
need a positive crank force to descend. 
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AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-30014 Make sure scaffold hoists 
retain enough suspension rope. ((¥Yowmust: 

*)) (1) You must make sure the suspension rope on wind- 
ing drum hoists is long enough to wrap around the drum at 
least four times when the scaffold is at its lowest point of 
travel. 

((*)) (2) You must make sure the suspension rope on 
hoists that do not use a winding drum: 

((-)) (a) Is long enough to allow the scaffold to be low- 
ered to the level below without the rope end passing through 
the hoist; ((OR 

-)) or 

(b) Has the rope end configured, or uses other means, to 
prevent it from passing through the hoist. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-30016 Make sure wire rope is in good 
condition. ((Yeumust: 

*)) (1) You must make sure a competent person inspects 
each rope for defects: 

((-)) (a) Before each work shift; ((AND 

-)) and 

(b) After anything happens that could affect the rope's 
integrity. 

((*)) (2) You must replace a rope if it has any of the fol- 
lowing: 

((-)) (a) Physical damage which impairs the function and 
strength of the rope; 

((-)) (b) Kinks that could impair the tracking or wrapping 
of the rope around a drum or sheave; 

((-)) (c) Six randomly distributed broken wires in one 
rope lay; 

((-)) (d) Three broken wires in one strand of one rope lay; 

((-)) (e) Loss of more than one-third of the original diam- 
eter of the outside wires caused by abrasion, corrosion, scrub- 
bing, flattening or peening; 

((-)) (f) Heat damage caused by a torch; 

((-)) (g) Any damage caused by contact with electrical 
wires; 

((-)) (h) Evidence that the secondary brake has been acti- 
vated during an overspeed condition and has engaged the sus- 
pension rope. 

((*)) (3) You must prohibit the use of repaired wire rope 
as suspension rope. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-30018 Make sure wire suspension 
rope connections meet these requirements. ((Yeu-mrst: 

*)) (1) You must only use eye splice thimbles connected 
with shackles or cover plates and bolts to join wire suspen- 
sion ropes together. 

((*)) (2) You must make sure the load ends of wire sus- 
pension ropes are: 

((-)) (a) Equipped with proper size thimbles; ((ANB 
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-)) and 

(b) Secured by eye splicing or an equivalent means. 

((*)) (3) You must make sure all swaged attachments or 
spliced eyes on wire suspension rope have been made by 
either: 

((-)) (a) The wire rope manufacturer; ((OR 

-)) or 

(b) A qualified person. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-30020 Make sure wire rope clips are 
used properly. ((4euamust: 

*)) (1) You must make sure, if wire rope clips are used on 
suspended scaffolds, such as on the suspension ropes or sup- 
port lines, that: 

((-)) (a) A minimum of three clips are installed; 

((-)) (b) The distance between clips is at least six rope 
diameters; 

((-)) (c) Clips are installed according to the manufac- 
turer's recommendations. 

((*)) (2) You must retighten the clips to the manufac- 
turer's recommendations after the initial loading. 

((*)) G) You must inspect the clips and retighten them to 
the manufacturer's recommendations at the start of each work 
shift. 


((*)) (4) You must make sure U-bolt clips are not used at 
the point of suspension for any scaffold hoist. 


((*)) (5) You must make sure, if U-bolt clips are used, 
that: 


((-)) (a) The U-bolt is placed over the dead end of the 
rope; ((ANB 

~)) and 

(b) The saddle is placed over the live end of the rope. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-30022 Prevent swaying of two-point 
and multipoint suspension scaffolds. ((‘Yeu-must: 

«)) You must tie or use other means to keep two-point 
and multipoint suspension scaffolds from swaying, if an eval- 
uation by a competent person determines it is necessary. 


Note: Window cleaners' anchors cannot be used to secure scaffolds 
since they are not designed to withstand the load. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-30024 Use emergency escape and res- 
cue devices appropriately. (“Yeu+must: 

*)) You must make sure devices whose sole function is to 
provide emergency escape and rescue are not used as work- 
ing platforms. 


Note: Systems which are designed to function both as suspended 
scaffolds and emergency systems may be used as working plat- 
forms. 
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AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-30026 Protect suspension ropes from 
heat or corrosive substances. ((eumust: 

*)) (1) You must shield suspension ropes from heat-pro- 
ducing processes. 

((*)) (2) You must make sure, when acids or other corro- 
sive substances are used on a scaffold, that the suspension 
ropes are protected by at least one of the following: 

((-)) (a) Shielding; 

((-)) (b) Treating to protect the rope from the corrosive 
substances; 

((-)) (c) Making the rope of material that the corrosive 
substance will not damage. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-30028 Take precautions while weld- 
ing. ((Yeusmust: 

*)) You must do the following to protect employees 
while welding on suspended scaffolds: 

((-)) (1) Use an insulated thimble to attach each suspen- 
sion wire rope to its hanging support, such as a cornice hook 
or outrigger; 

((-)) (2) Insulate excess suspension wire rope and any 
additional independent lines to prevent grounding; 

((-)) (3) Cover the wire suspension rope with insulating 
material that extends at least four feet (1.2 m) above the hoist; 

((-)) (4) Make sure any tail line that extends below the 
hoist is: 

((#)) (a) Insulated to prevent contact with the platform; 
(AND 

=)) and 

(b) Guided or retained so it does not become grounded. 

((-)) (5) Cover each hoist with an insulated protective 
cover; 

((-)) (6) Connect the scaffold to the structure using a 
grounding conductor that: 

((m)) (a) Is at least the size of the welding process work 
lead; (AND 

=)) and 

(b) Is not in series with the welding process or the work 
piece. 

((-)) (7) Shut off the welding machine if the scaffold 
grounding lead becomes disconnected; 

((-)) (8) Make sure an active welding rod or an uninsu- 
lated welding lead is not allowed to contact the: 

((m)) (a) Scaffold; ((eR 

=)) or 

(b) Scaffold suspension system. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-30030 Prohibit use of gasoline-pow- 
ered equipment on suspended scaffolds. ((Yeu-nrst: 

«)) You must make sure gasoline-powered equipment is 
not used on suspended scaffolds. 
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AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-30032 Meet these requirements when 
using catenary scaffolds. ((Yeu-must: 

*)) (1) You must make sure catenary scaffolds have: 

((-)) (a) No more than one platform between consecutive 
vertical pickups; ((ANB 

-)) and 

(b) No more than two platforms per scaffold. 

((*)) (2) You must make sure any platform that's sup- 
ported by wire ropes has hook-shaped stops placed at each 
end of the platform that will prevent it from falling if one of 
the horizontal wire ropes breaks. 

((*)) (3) You must make sure wire ropes are: 

((-)) (a) Continuous and without splices between 
anchors; ((ANBD 

-)) and 

(b) Not tightened to the point that putting a load on the 
scaffold will overstress them. 


Reference: 


For specific fall protection requirements for employees 
on catenary scaffolds, go to WAC 296-874-20056. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-30034 Meet these requirements when 

using float (ship) scaffolds. ((Yeu-must: 

*)) (1) You must support the platform with at least two 
bearers. 

((*)) (2) You must make sure each bearer: 

((-)) (a) Projects at least six inches (15.2 cm) beyond the 
platform on both sides; (AND 

-)) and 

(b) Is securely fastened to the platform. 

((*)) (3) You must make sure rope connections won't 
allow the platform to shift or slip. 

((*)) (4) You must make sure scaffolds that only have 
two ropes used with each float meet all of the following: 

((-)) (a) There are four rope ends that are securely fas- 
tened to overhead supports; 

((-)) (b) Each supporting rope is hitched around one end 
of the bearer, passed under the platform to the other end of 
the bearer, and hitched again; 

((-)) (c) There is enough rope at each end for the support- 
ing ties. 


Reference: For specific fall protection requirements for employees 


on float (ship) scaffolds, go to WAC 296-874-20056. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-30036 Meet these requirements when 
using interior hung scaffolds. ((Yeu-must: 

*)) (1) You must suspend the scaffold only from the roof 
structure or other structural member, such as ceiling beams. 

((*)) (2) You must inspect the overhead supporting mem- 
bers and check to make sure they're strong enough before 
erecting the scaffold. 

((*)) G) You must connect suspension ropes and cables 
to the overhead supporting members by: 
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((-)) (a) Shackles, clips, or thimbles; ((OR 

-)) or 

(b) Other means that meet equivalent criteria, such as 
strength and durability. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-30038 Meet these requirements when 
using multilevel suspended scaffolds. ((‘Yeu-must: 

*)) (1) You must equip scaffolds with additional inde- 
pendent support lines that meet all of the following: 

((-)) (a) There are the same number of support lines as 
there are connection points for the suspension ropes; 

((-)) (b) The support lines are equivalent in strength to 
the suspension ropes; 

((-)) (c) The support lines are rigged to support the scaf- 
fold if the suspension ropes fail. 

((*)) (2) You must make sure the independent support 
lines and the suspension ropes are not attached to the same 
points of anchorage. 


((*)) G) You must attach platform supports directly to 
the support stirrup and not to another platform. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-30040 Meet these requirements when 
using multipoint adjustable suspension scaffolds. 

((F4PORFANT:)) Important: 

This requirement applies when using multipoint adjust- 
able suspension scaffolds, stonesetters' multipoint adjustable 
suspension scaffolds, and masons' multipoint adjustable sus- 
pension scaffolds. 

((Xommust: 

*)) (1) You must make sure masons' multipoint adjust- 
able suspension scaffold connections are designed by an 
engineer experienced in designing this type of scaffold. 

((*)) (2) You must make sure bridges between two or 
more scaffolds meet all of the following: 

((-)) (a) The scaffolds were designed to be bridged; 

((-)) (b) The bridges are articulated; 

((-)) (c) The hoists are properly sized. 

((*)) (3) You must make sure passage from one platform 
to another, without using bridges, is done only when the plat- 
forms are: 

((-)) (a) At the same height; ((ANB 

-)) and 

(b) Abutting. 

((*)) (4) You must suspend scaffolds from: 

((-)) (a) Metal outriggers, brackets, wire rope slings, or 
hooks; ((@R 

-)) or 

(b) Other means that meet equivalent criteria, such as 
strength and durability. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-30042 Meet these requirements when 
using needle beam scaffolds. ((Yeu-must: 


WSR 15-23-086 


*)) (1) You must install scaffold support beams on edge. 

((*)) (2) You must use ropes or hangers for scaffold sup- 
ports(( 

-)). One end of a needle beam scaffold may be supported 
by a permanent structural member. 


((*)) G) You must securely attach ropes to the needle 
beams. 


((*)) (4) You must arrange the support connection to pre- 
vent the needle beam from rolling or becoming displaced. 

((*)) (5) You must securely attach platform units to the 
needle beams with bolts or equivalent means. 


Note: Cleats and overhang are not adequate means of attachment. 


Reference: For specific fall protection requirements for employees 


on needle beam scaffolds, go to WAC 296-874-20056. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-30044 Meet these requirements when 
using single-point adjustable suspension scaffolds. (‘Yew 
mast: 

*)) (1) You must make sure two scaffolds that have been 
combined to form a two-point adjustable suspension scaffold 
meet the requirements of the section. Make sure two-point 
adjustable suspension scaffolds (swing stages) meet these 
requirements, WAC 296-874-30046. 

((*)) (2) You must make sure scaffolds, where the sus- 
pension rope between the scaffold and the suspension device 
is not vertical, meet all of the following: 

((-)) (a) The rigging has been designed by a qualified 
person; 

((-)) (b) The scaffold is accessible to rescuers; 

((-)) (c) The suspension rope is protected from chafing at 
any point where it changes direction; 

((-)) (d) The scaffold is positioned so that swinging can- 
not bring the scaffold into contact with another surface. 

((*)) (3) You must make sure boatswain's chair tackle 
meets all of the following: 

((-)) (a) It consists of correct size ball bearing blocks or 
bushed blocks((:)). 

((-)) (b) The blocks contain safety hooks((;)). 

((-)) (c) The rope is properly eye spliced((:)). 

((-)) (d) The rope is either: 

((#)) G) First-grade manila rope that has a diameter of at 
least five-eighths inch (1.6 cm); ((OR 

=)) or 

(ii) Other rope that has equivalent characteristics, such as 
strength and durability. 

((*)) (4) You must make sure boatswain's chair seat 
slings meet all of the following: 

((-)) (a) Are reeved through four corner holes in the 
seat(;)). 

((-)) (b) Cross each other on the underside of the 
seat(;)). 

((-)) (c) Are rigged to prevent slipping which could cause 
the seat to become out-of-level((:)). 

((-)) (d) Are made from fiber, synthetic, or other rope 
which have: 

((œ)) G) A diameter of at least five-eighths inch (1.6 cm); 
(CAND 
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=)) and 

(ii) Characteristics equivalent to first grade manila rope, 
such as strength, slip resistance, and durability. 

((*)) (5) You must make sure the seat sling of boatswain's 
chairs used when a heat-producing process, such as gas or arc 
welding, is being conducted is at least three-eighths inch (1.0 
cm) wire rope. 

((*)) (6) You must securely fasten cleats to the underside 
of noncross-laminated wood boatswain's chairs to prevent the 
board from splitting. 

Reference: For specific fall protection requirements for employees 


on single-point adjustable suspension scaffolds, go to 
WAC 296-874-20056. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-30046 Meet these requirements when 
using two-point adjustable suspension scaffolds (swing 
stages). 

((H4PORFANF:)) Important: 

This section does not apply to two-point adjustable sus- 
pension scaffolds used as masons' or stonesetters' scaffolds. 


Reference: For requirements for masons' or stonesetters' scaffolds, 


go to WAC 296-874-30040. 


((Seu-must: 

*)) (1) You must make sure platforms more than thirty- 
six inches (0.9 m) wide have been designed by a qualified 
person to prevent unstable conditions. 

((*)) (2) You must make sure platforms are one of the fol- 
lowing: 

(©) (a) Ladder-type, 

(©) (b) Plank-type; 

((-)) (c) Beam-type; 

((-)) (d) Light-metal type. 

((*)) (3) You must make sure the design of light-metal 
type platforms have been tested and listed by a nationally rec- 
ognized testing laboratory if they: 

((-)) (a) Have a rated capacity of seven hundred fifty 
pounds or less; ((OR 

-)) or 

(b) Have a length of forty feet (12.2 m) or less. 

((*)) (4) You must securely fasten the platform to the 
hangers (stirrups) using U-bolts or other means that satisfy 
the section titled, Make sure suspended scaffolds and scaffold 
components meet these strength requirements, WAC 296- 
874-30002. 

((*)) (5) You must make sure fiber or synthetic ropes are 
used with blocks that: 

((-)) (a) Consist of at least one double and one single 
block; ((ANB 

-)) and 

(b) Have sheaves that fit the size of the rope used. 

((*)) (6) You must make sure employees move from one 
platform to another only when all of the following are met: 

((-)) (a) The platforms are at the same height; 

((-)) (b) The platforms are abutting; 

((-)) (c) Walk-through stirrups are used that have been 
specifically designed to allow employee passage. 
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((*)) (7) You must make sure two-point scaffolds that are 
bridged or otherwise connected together when being raised or 
lowered meet both of the following: 

((-)) (a) The bridge connections are articulated; 

((-)) (b) The hoists are properly sized. 


Reference: For specific fall protection requirements for employees 


on two-point adjustable suspension scaffolds, go to 
WAC 296-874-20056. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-400 Supported scaffolds. 

((Seetion-eontents:)) Summary 

Your responsibility: 

To meet these requirements when using supported scaf- 
folds. 


((Make-sure-supperted_seaffolds_and_seaffold_compo- 


WAC296-874-40008- 
Providefall _protection_fer_persens—erectine_ordisman- 


WAC296-874 40016. 
seaffolds-tubularweldedtrame-seaffelds} 

WAC296-874-40018- 
eated seaffeld access frames 

WAC296-874-40926- 

Meetthese requirements-when-usine form seaffelds-_and 
earpenter's bracket seaffelds 

WAC296-874-49922- 


WAC 296-874-40024. 


Meetthese requirements whenusine_tadder jack seat 


WAC 296-874 40034. 
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Meet these requirements when using roof bracket seat 


folds 
WAC 296-874-40036- 


Meet these requirements whenusing step, platform,and 


trestle ladder-seaffelds 
WAC 296-874 -40038- 


seaffelds 
WAC 296-874-40040- 


folds 
WAC 296-874-40042,)) 


You must meet the 
requirements ... 


in this section: 


Make sure supported scaf- 
folds and scaffold compo- 
nents meet strength require- 
ments 


WAC 296-874-40002 


Prevent supported scaffolds 
from tipping 


WAC 296-874-40004 


Make sure supported scaf- 
folds are properly supported 


WAC 296-874-40006 


Provide safe access for per- 
sons erecting or dismantling 
supported scaffolds 


WAC 296-874-40008 


Provide fall protection for 
persons erecting or disman- 
tling supported scaffolds 


WAC 296-874-40010 


Meet these requirements 
when moving mobile scaf- 
folds 


WAC 296-874-40012 


Meet these requirements 
when using bricklayers' 
square scaffolds (squares) 


WAC 296-874-40014 


Meet these requirements 
when using fabricated frame 
scaffolds (tubular welded 


frame scaffolds) 


WAC 296-874-40018 


Meet these requirements 
when using integral prefab- 
ricated scaffold access 
frames 


WAC 296-874-40020 


Meet these requirements 
when using form scaffolds 
and carpenter's bracket scaf- 
folds 


WAC 296-874-40022 


Meet these requirements 
when using horse scaffolds 


WAC 296-874-40024 
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You must meet the 
Meet these requirements 


when using ladder jack scaf- 
folds WAC 296-874-40026 


Meet these requirements 
when using outrigger scaf- 
folds WAC 296-874-40028 


Meet these requirements 
when using pole scaffolds 


in this section: 


WAC 296-874-40030 


Meet these requirements 
when using pump jack scaf- 
folds WAC 296-874-40032 
Meet these requirements 
when using repair bracket 
scaffolds 


WAC 296-874-40034 


Meet these requirements 
when using roof bracket 
scaffolds 


WAC 296-874-40036 


Meet these requirements 

when using step, platform 
and trestle ladder scaffolds | WAC 296-874-40038 
Meet these requirements 


when using tube and coupler 
scaffolds 


WAC 296-874-40040 


Meet these requirements 
when using window jack 
scaffolds 


WAC 296-874-40042 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-40002 Make sure supported scaffolds 
and scaffold components meet strength requirements. 
((Yowmust: 

*)) You must make sure each supported scaffold and 
scaffold component can support, without failure, the total of 
its own weight plus at least four times the maximum intended 
load applied or transmitted to it. 


AMENDATORY SECTION (Amending WSR 07-17-026, 
filed 8/7/07, effective 10/6/07) 


WAC 296-874-40004 Prevent supported scaffolds 
from tipping. ((Yeu-must: 

*)) (1) You must make sure supported scaffolds with a 
height to least base dimension ratio of greater than four to one 
are prevented from tipping by one or more of the following: 


((-)) (a) Guying; 

(©) b) Tying; 

((-)) (©) Bracing; 

((-)) (d) Other equivalent means. 


Note: The least base dimension includes outriggers, if used. 
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((Xoumust: 

*)) (2) You must install guys, ties, and braces where hor- 
izontal members support both the inner and outer legs of the 
scaffold. 

((*)) B) You must install guys, ties, and braces: 

((-)) (a) According to the scaffold manufacturer's recom- 
mendations; ((6R 

-)) or 

(b) At all points where the following horizontal and ver- 
tical planes meet: 

((#)) (i) First vertical level at a height equal to four times 
the least base dimension((:)). 

((m)) Gi) Subsequent vertical levels every: 

((#)) (A) Twenty feet (6.1 m) or less for scaffolds having 
a width of three feet (0.91 m) or less; 

((#)) (B) Twenty six feet (7.9 m) or less for scaffolds 
more than three feet (0.91 m) wide((:)). 

((#)) Gii) Horizontally at: 

((#)) (A) Each end of the scaffold; ((ANB 

+)) and 

(B) Intervals of thirty feet (9.1 m) or less. 

Note: The thirty-foot horizontal intervals are measured from one end 
of the scaffold to the other. 


((Yousmst: 

*)) (4) You must make sure the highest level of guys, ties, 
or braces is no further from the top of the scaffold than a dis- 
tance equal to four times the least base dimension. 

((*)) (5) You must make sure scaffolds that have an 
eccentric load applied or transmitted to them, such as a canti- 
levered work platform, are prevented from tipping by one or 
more of the following: 

(©) (a) Guying; 

(©) (b) Tying; 

((-)) (c) Bracing; 

(©) (d) Outriggers, 

((-)) (e) Other equivalent means. 
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Guys, Ties, and Bracing 


as 


Brace Upper braces within 4 times the least base 
dimension of the highest scaffold platform 
. l 
Intermediate braces no further apart than: 
+ 26 feet if the scaffold least base dimension 
is greater than 3 feet 
« 20 feet if the scaffold least base dimension 
is 3 feet or less 
Brace 
Lower braces at the closest support point above a 
height equal to 4 times the least base dimension 
AMENDATORY SECTION (Amending WSR 07-17-026, (©) (a) Plumb; (ANB 
filed 8/7/07, effective 10/6/07) -)) and 
WAC 296-874-40006 Make sure supported scaffolds (b) Braced to prevent swaying or displacement. 
are properly supported. ((4eu-nrast: ((*)) (2) You must make sure supported scaffold poles, 
*)) (1) You must make sure supported scaffold poles, legs, posts, frames, and uprights, bear on base plates that rest 
legs, posts, frames, and uprights are: on: 
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((-)) (a) Mudsills; ((OR 

-)) or 

(b) Other firm foundations such as concrete or dry, com- 
pacted soil. 

((*)) (3) You must make sure foundations are all of the 
following: 


((-)) (a) Level; 

(©) (b) Sound; 

(©) (c) Rigid; 

((-)) (d) Capable of supporting the loaded scaffold with- 
out settling or displacement. 


Note: The condition of the foundation may change due to weather or 


other factors. If changes occur, the foundation needs to be eval- 
uated by a competent person to make sure it will safely support 
the scaffold. 


((*)) (4) You must make sure unstable objects are not 
used: 

((-)) (a) To support scaffolds or platform units;((-OR 

-)) or 

(b) As working platforms. 

((*)) (5) You must make sure mobile scaffolds meet these 
additional requirements: 

((-)) (a) Wheel and caster stems are pinned or otherwise 
secured in the scaffold legs or adjustment screws; 

((-)) (b) Wheels and casters are locked, or equivalent 
means are used, to prevent movement when the scaffold is 
being used; 

((-)) (c) Screw jacks or other equivalent means are used 
if it's necessary to level the work platform. 

((*)) (6) You must make sure front-end loaders and sim- 
ilar equipment used to support scaffold platforms have been 
specifically designed for such use by the manufacturer. 


Reference: When forklifts or other powered industrial trucks are 
used for personnel lifting on support scaffold platforms, 
follow the requirements found in Forklifts and other 


powered industrial trucks, chapter 296-868 WAC. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-40008 Provide safe access for persons 
erecting or dismantling supported scaffolds. ((Yeu-mrust: 

*)) (1) You must provide a safe means of access for per- 
sons erecting or dismantling scaffolds if it is: 

((-)) (a) Feasible; ((ANB 

-)) and 

(b) Does not create a greater hazard. 

((*)) (2) You must have a competent person determine 
the feasibility of providing safe access. 

((*)) (3) You must make sure the determination is based 
on site conditions and the type of scaffold being erected or 
dismantled. 

((*)) (4) You must install a hook-on or attachable ladder 
as soon as scaffold erection has progressed to a point where it 
can be safely installed and used. 

((*)) (5) You must make sure crossbraces on tubular 
welded frame scaffolds are not used to access or egress from 
the scaffold. 
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((*)) (6) You must make sure the frames of tubular 
welded frame scaffolds that are used as climbing devices 
meet all of the following: 

((-)) (a) Create a usable ladder; 

((-)) (b) Provide good hand holds and foot space; 

((-)) (c) Have horizontal members that are all of the fol- 
lowing: 

((m)) (i) Parallel; 

((m)) Gi) Level; 

((m)) (iii) Spaced not more than twenty two inches apart 
vertically. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-40010 Provide fall protection for per- 
sons erecting or dismantling supported scaffolds. ((Yeu 
must: 

*)) (1) You must have a competent person determine the 
feasibility of providing fall protection for persons erecting or 
dismantling supported scaffolds. 

((*)) (2) You must provide fall protection if the installa- 
tion and use of fall protection is: 

((-)) (a) Feasible; ((ANB 

-)) and 

(b) Does not create a greater hazard. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-40012 Meet these requirements when 
moving mobile scaffolds. ((Yeuamest: 

*)) (1) You must make sure, before a scaffold is moved, 
that employees on the scaffold are made aware of the move. 

((*)) (2) You must_apply manual force being used to 
move a scaffold: 

((-)) (a) As close to the base as practicable; ((ANB 

-)) and 

(b) Within five feet (1.5 m) of the supporting surface. 

((*)) (3) You must make sure power systems used to pro- 
pel mobile scaffolds have been designed for such use. 

((*)) (4) You must make sure forklifts, trucks, similar 
motor vehicles, or add-on motors are not used to propel scaf- 
folds unless the scaffold has been designed to be used with 
that type of propulsion system. 

((*)) (5) You must stabilize scaffolds to prevent tipping 
when they're being moved. 

((*)) (6) You must make sure a scaffold is not moved 
with employees riding on it unless all of the following are 
met: 

((-)) (a) The surface on which the scaffold is being 
moved is: 

((#)) i) Within three degrees of level; ((ANBD 

=)) and 

(ii) Free of pits, holes, and obstructions; 

((-)) (b) No employee is on any part of the scaffold which 
extends out beyond the wheels, casters, or other supports; 

((-)) (c) Outrigger frames, when used, are installed on 
both sides of the scaffold; 

((-)) (d) The power system, if used: 
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((m#)) G) Applies the propelling force directly to the 
wheels; ((ANB 

=)) and 

(ii) Produces a speed of one foot per second (.3 mps) or 
less; 

((-)) (e) The height of the scaffold: 

((#)) G) Is not more than two times the least base dimen- 
sion; ((OR 

=)) or 

(ii) The scaffold is designed and constructed to meet or 
exceed nationally recognized stability test requirements, such 
as those listed in ANSI/SIA A92.5, Boom-Supported Elevat- 
ing Work Platforms, and ANSI/SIA A92.6, Self-Propelled 
Elevating Work Platforms. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-40014 Meet these requirements when 
using bricklayers' square scaffolds (squares). ((et-must: 

*)) (1) You must reinforce wood scaffolds with gussets 
on both sides of each corner. 

((*)) (2) You must make sure diagonal braces are 
installed: 

((-)) (a) On all sides of each square; 

((-)) (b) Between squares on the front and back sides of 
the scaffold; 

((-)) (c) Extending from the bottom of each square to the 
top of the next square. 

((*)) (3) Make sure scaffolds meet all of the following: 

((-)) (a) Are no more than three tiers high; 

((-)) (b) Are constructed and arranged so that each square 
rests directly above another square; 

((-)) (c) The upper tiers: 

((m)) (i) Stand on a continuous row of planks laid across 
the next lower tier; ((ANB 

=)) and 

(ii) Are nailed down or otherwise secured to prevent dis- 
placement. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-40018 Meet these requirements when 
using fabricated frame scaffolds (tubular welded frame 
scaffolds). ((4eu-mrast: 

*)) (1) You must make sure scaffolds over one hundred 
twenty-five feet (38.0 m) high above their base plates are: 

((-)) (a) Designed by a registered professional engineer; 
(AND 

-)) and 

(b) Constructed and loaded as specified in the design. 

((*)) (2) You must brace frames and panels using cross- 
braces, horizontal braces, diagonal braces, or a combination 
thereof to secure vertical members together laterally. 

((*)) (3) You must make sure the length of the cross- 
braces will: 

((-)) (a) Automatically square and align the vertical 
members; ((A4AND 

-)) and 

(b) Make the scaffold plumb, level, and square. 
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((*)) (4) You must secure all brace connections. 

((*)) (5) You must join frames and panels together verti- 
cally by using one of the following: 

((-)) (a) Coupling pins; 

((-)) (b) Stacking pins; 

((-)) (c) Equivalent means. 

((*)) (6) You must use pins or other equivalent means to 
lock scaffold frames or panels together vertically where uplift 
may occur. 

((*)) (7) You must make sure brackets used to support 
cantilevered loads are all of the following: 

((-)) (a) Seated with side-brackets parallel to the frames 
and end-brackets at ninety degrees to the frames; 

((-)) (b) Not bent or twisted from these positions; 

((-)) (c) Used only to support persons. 


((Exemptien)) 
EXEMPTION: 


Brackets may be used to support cantilevered loads other 
than personnel if the scaffold has been: 

((*)) 1. Designed for other loads by a qualified engineer; 
((aNB)) and 

((*)) 2. Built to withstand the tipping forces caused by 
those loads. 


((“¥Yousmust: 

*)) (8) You must leave existing platforms undisturbed 
until new frames have been set in place and braced, then 
move the platforms to the next level. 


AMENDATORY SECTION (Amending WSR 13-04-073, 
filed 2/4/13, effective 4/1/13) 


WAC 296-874-40020 Meet these requirements when 
using integral prefabricated scaffold access frames. (Yeu 
mast: 

*)) (1) You must make sure integral prefabricated scaf- 
fold access frames meet all of the following: 

((-)) (a) Have been specifically designed and constructed 
to be used as ladder rungs; 

((-)) (b) Have a rung length of at least eight inches (20 
cm); 

((-)) (c) Have a maximum spacing between rungs of six- 
teen and three quarters inches (43 cm); 

((-)) (d) Are uniformly spaced within each frame section; 

((-)) (e) Have rest platforms at least every twenty feet 
(6.1 m) on all supported scaffolds more than twenty-four feet 
(7.3 m) high. 

Note: 


Nonuniform rung spacing caused by joining end frames 
together is allowed, provided the resulting spacing does not 
exceed sixteen and three quarters inches (43 cm). 


((Moumust: 

*)) (2) You must make sure, when panels with rungs that 
are less than eleven and one-half inches long are used as work 
platforms, that employees use either: 

((-)) (a) A positioning device; ((OR 

-)) or 

(b) A personal fall arrest system. 

Reference: ((*)) 1. For personal fall arrest system requirements in 
this chapter, go to WAC 296-874-20058. 

((*)) 2. For construction activities, go to Part C-1, in 
safety standards for construction work, chapter 296-155 
WAC. 
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AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-40022 Meet these requirements when 
using form scaffolds and carpenter's bracket scaffolds. 
((XYouwmust: 

*)) (1) You must secure folding-type metal brackets that 
have been extended for use, with: 

(©) (a) Bolts; (oR 

-)) or 

(b) Locking-type pins. 

((*)) (2) You must make sure wooden-bracket form scaf- 
folds are an integral part of the form panel. 

((*)) (3) You must attach each bracket, other than those 
for wooden bracket-form scaffolds, to the supporting form- 
work or structure by using one or more of the following: 

((-)) (a) Nails; 

((-)) (b) A metal stud attachment device; 

(©) (c) Welding; 

((-)) (d) Hooking over a secured structural supporting 
member, with the form wales either: 

((#)) (i) Bolted to the form; ((OR 

=)) or 

(ii) Secured by snap ties or tie bolts extending through 
the form and securely anchored. 

((-)) (e) For carpenters' bracket scaffolds only, using a 
bolt extending through to the opposite side of the structure's 
wall. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-40024 Meet these requirements when 
using horse scaffolds. ((4eu-nst: 

*)) (1) You must make sure horse scaffolds are not con- 
structed or arranged higher than two tiers or ten feet (3.0 m), 
whichever is less. 

((*)) (2) You must do all of the following if horses are 
arranged in tiers: 

((-)) (a) Place each horse directly over the horse in the 
tier below; 

((-)) (b) Nail down or otherwise secure the legs of each 
horse to prevent displacement; 

((-)) (c) Crossbrace each tier. 


AMENDATORY SECTION (Amending WSR 06-16-020, 
filed 7/24/06, effective 12/1/06) 


WAC 296-874-40026 Meet these requirements when 
using ladder jack scaffolds. ((eu+must: 

*)) (1) You must make sure the platform height is not 
higher than twenty feet (6.1 m). 

((*)) (2) You must make sure ladder jacks are designed 
and constructed so they rest: 

((-)) (a) On the side rails and ladder rungs together; ((OR 

-)) or 

(b) Only on the rungs. 

((*)) G) You must make sure ladder jacks that rest on 
rungs only have a bearing area that includes a length of at 
least ten inches (25.4 cm) on each rung. 
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((*)) (4) You must make sure ladders used to support lad- 
der jacks are: 

((-)) (a) Type I (two hundred fifty pound rated capacity) 
or Type IA (300 pound rated capacity); ((ANB 

-)) and 

(b) Are placed, fastened, or equipped with devices to 
prevent slipping. 
Note: Ladders with a duty rating or weight capacity greater than a 
Type I ladder (250 pounds) satisfy the requirement to use a 
Type I or Type IA ladder. 


((Meu-nnust: 

*)) (5) You must make sure job-made ladders are not 
used to support ladder jack scaffolds. 

((*)) (6) You must make sure scaffold platforms are not 
bridged together. 


Reference: ((*)) 1. There are specific fall protection requirements for 


employees using ladder jack scaffolds. Go to WAC 296- 
874-20056. 

((*)) 2. Requirements for portable and fixed ladders are 
found in chapter 296-876 WAC, Ladders, portable and 
fixed. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-40028 Meet these requirements when 
using outrigger scaffolds. (Yeu-must: 

*)) (1) You must make sure outrigger scaffolds and scaf- 
fold components are: 

((-)) (a) Designed by a registered professional engineer; 
(CAND 

-)) and 

(b) Constructed and loaded as specified in the design. 

((*)) (2) You must make sure the part of the outrigger 
beam from the fulcrum point to the inboard end (farthest 
point of anchorage) is at least one and one-half times longer 
than the part from fulcrum point to the outboard end (the plat- 
form side). 

((*)) (3) You must place I-beam or channel shaped out- 
rigger beams so that the web section is vertical. 

((*)) (4) You must make sure the fulcrum point of outrig- 
ger beams rests on secure bearings at least six inches (15.2 
cm) in each horizontal dimension. 

((*)) (5) You must make sure outrigger beams are: 

((-)) (a) Secured in place to prevent movement; ((ANB 

-)) and 

(b) Securely braced at the fulcrum point against tipping. 

((*)) (6) You must securely anchor the inboard ends of 
outrigger beams by using one or both of the following: 

((-)) (a) Braced struts bearing against sills that are in con- 
tact with the overhead beams or ceiling; ((OR 

-)) or 

(b) Tension members secured to the floor joists below. 

((*)) (7) You must securely brace the entire supporting 
structure to prevent any horizontal movement. 

((*)) (8) You must nail, bolt, or otherwise secure plat- 
form units to the outriggers to prevent platform displacement. 
Platform units must extend to within three inches of the 
building wall. 
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AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-40030 Meet these requirements when 
using pole scaffolds. ((¥owmuast: 

*)) (1) You must make sure pole scaffolds over sixty feet 
high are: 

((-)) (a) Designed by a registered professional engineer; 
((AND 

-)) and 

(b) Constructed and loaded as specified in the design. 

((*)) (2) You must leave existing platforms undisturbed 
until new bearers have been set in place and braced before 
moving the platforms to the new level. 

((*)) (3) You must install bracing on double-pole scaf- 
folds as follows: 

((-)) (a) Crossbracing between the inner and outer sets of 
poles; 

((-)) (b) Diagonal bracing in both directions across the 
entire outside face of the scaffold; 

((-)) (c) Diagonal bracing in both directions across the 
entire inside face of scaffolds that are used to support loads 
equivalent to a uniformly distributed load of fifty pounds 
(222 kg) or more per square foot (929 square cm). 


((*)) (4) You must install diagonal bracing on single pole 
scaffolds in both directions across the entire outside face of 
the scaffold. 


((*)) (5) You must make sure runners meet all of the fol- 
lowing: 


(©) (a) Are installed on edge; 
((-)) (b) Extend over a minimum of two poles; 


((-)) (c) Are supported by bearing blocks securely 
attached to the poles. 


((*)) (6) You must make sure bearers are: 
((-)) (a) Installed on edge; ((ANB 
-)) and 


(b) Extend a minimum of three inches (7.6 cm) over the 
outside edges of runners. 


((*)) (7) You must make sure runners, bearers, and braces 
are not spliced between poles. 


((*)) (8) You must make sure wood poles that are spliced 
together meet both of the following: 


((-)) (a) The ends of the poles at the splice: 

((#)) i) Are square; ((AND 

=)) and 

(ii) The upper section rests squarely on the lower section. 

((-)) b) Wood splice plates are provided that meet all of 
the following: 

((@)) Gi) Are installed on at least two adjacent sides; 

((m)) Gi) Extend at least two feet (0.6 m) on either side of 
the splice; 

((m)) (iii) Overlap the abutted ends equally; 

((m)) (iv) Have the same cross-sectional areas as the 
pole. 


Note: Splice plates of material other than wood may be used if they 
are of equivalent strength. 
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AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-40032 Meet these requirements when 
using pump jack scaffolds. ((¥Yowmust: 

*)) (1) You must make sure pump jack brackets, braces, 
and accessories are made from metal plates and angles. 

((*)) (2) You must make sure pump jack brackets have 
two positive gripping mechanisms to prevent any failure or 
slippage. 

((*)) (3) You must secure poles to the structure using 
rigid triangular bracing or the equivalent located at all of the 
following: 

((-)) (a) Top; 

(©) (b) Bottom; 

((-)) (c) Other points on the pole as necessary. 

((*)) (4) You must do both of the following when the 
pump jack has to pass bracing that's already installed: 

((-)) (a) Install an additional brace approximately four 
feet (1.2 m) above the brace to be passed((:)). 

((-)) (b) Leave it in place until: 

((#)) i) The pump jack has been moved; ((4ND 

=)) and 

(ii) The original brace is reinstalled. 

((*)) (5) You must make sure work benches are not used 
as scaffold platforms. 


Note: A work bench may be used as a toprail only if it meets the 
toprail requirements in Make sure guardrail systems meet these 
requirements, WAC 296-874-20064. 


((Meu-mrust: 

*)) (6) You must make sure wood poles used with pump 
jack scaffolds are: 

((-)) (a) Straight grained; ((ANB 

-)) and 

(b) Free of shakes, large loose or dead knots, and other 
defects which might impair strength. 

((*)) (7) You must make sure wood poles that are con- 
structed of two continuous lengths are joined together with 
the seam parallel to the bracket. 

((*)) (8) You must install a mending plate at all splices to 
develop the full strength of the member when splicing two by 
fours together to make a pole. 


AMENDATORY SECTION (Amending WSR 13-04-073, 
filed 2/4/13, effective 4/1/13) 


WAC 296-874-40034 Meet these requirements when 
using repair bracket scaffolds. ((4eumust: 

*)) (1) You must make sure brackets are all of the follow- 
ing: 

((-)) (a) Secured in place by at least one wire rope that's 
at least one-half inch (1.27 cm) in diameter; 

((-)) (b) Attached to the securing wire rope by a positive 
locking device, or equivalent, that will prevent the bracket 
from being unintentionally detached from the rope; 

((-)) (c) Provided with a shoe, heel block, foot, or a com- 
bination that: 

((#)) (i) Is located at the contact point between the sup- 
porting structure and the bottom of the bracket; ((ANB 

=)) and 

(ii) Will prevent lateral movement of the bracket. 
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((*)) (2) You must secure the platforms to the brackets in 
a way that prevents: 

((-)) (a) The platforms from separating from the brack- 
ets; (AND 

-)) and 

(b) The platforms or brackets from moving on a com- 
pleted scaffold. 

((*)) (3) You must make sure wire rope placed around the 
structure to provide a safe anchorage for personal fall arrest 
systems used by employees erecting or dismantling scaffolds: 

((-)) (a) Is at least five-sixteenths inch (0.8 cm) in diam- 
eter; 

((-)) (b) Provides an anchorage that meets the require- 
ments of WAC 296-874-20058((<)); 

((#)) (c) For construction activities, go to Part C-1, in the 
safety standards for construction work, chapter 296-155 
WAC. 

((*)) (4) You must make sure each wire rope used for 
securing brackets in place or as an anchorage for personal fall 
arrest systems is all of the following: 

((-)) (a) Protected from damage due to contact with 
edges, corners, protrusions, or other parts of the supporting 
structure or scaffold components; 

((-)) (b) Tensioned by a turnbuckle or equivalent means. 
Turnbuckles must be: 

((m)) (i) At least one inch (2.54 cm) in diameter; ((ANB 

=)) and 

(iit) Connected to the other end of its rope by an eye 
splice thimble that's sized appropriate to the turnbuckle. 

((-)) (c) Not used with U-bolt wire rope clips. 

((*)) (5) You must make sure materials are not dropped 
to the outside of the supporting structure. 


((*)) (6) You must erect the scaffold by progressing 
around the structure in only one direction. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-40036 Meet these requirements when 
using roof bracket scaffolds. ((Yeumust: 
*)) You must make sure scaffold brackets meet all of the 
following: 
((-)) d) Are constructed to fit the pitch of the roof; 
((-)) (2) Provide a level support for the platform; 
((-)) (3) Are anchored in place by nails. 
If it's not practical to use nails to anchor brackets, secure them 
in place with first grade manila rope of at least three-quarters 
inch (1.9 cm) diameter, or equivalent. 


Note: 


AMENDATORY SECTION (Amending WSR 06-16-020, 
filed 7/24/06, effective 12/1/06) 


WAC 296-874-40038 Meet these requirements when 
using step, platform and trestle ladder scaffolds. (Yeu 
mast: 

*)) (1) You must make sure ladders used to support step, 
platform, and trestle ladder scaffolds are: 

((-)) (a) Type I (250 pound rated capacity) or Type IA 
(300 pound rated capacity); (ANB 

-)) and 
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(b) Placed, fastened, or equipped with devices to prevent 
slipping. 


Note: Ladders with a duty rating or weight capacity greater than a 


Type I ladder (250 pounds) satisfy the requirement to use a 
Type I or Type IA ladder. 


((Moeumust: 
*)) (2) You must make sure job-made ladders are not 
used to support step, platform, and trestle ladder scaffolds. 


Reference: ((*)) 1. There are specific fall protection requirements for 


employees using ladder jack scaffolds. Go to WAC 296- 
874-20056. 

((*)) 2. Requirements for portable and fixed ladders are 
found in chapter 296-876 WAC, Ladders, portable and 
fixed. 


((Yousmust: 

*)) (3) You must make sure scaffold platforms are not 
placed higher than the second highest rung or step of the lad- 
der supporting the platform. 

((*)) (4) You must make sure scaffold platforms are not 
bridged together. 


AMENDATORY SECTION (Amending WSR 07-17-026, 
filed 8/7/07, effective 10/6/07) 


WAC 296-874-40040 Meet these requirements when 
using tube and coupler scaffolds. (-Yeu-nrast: 

*)) (1) You must make sure tube and coupler scaffolds 
over one hundred twenty-five feet high are: 

((-)) (a) Designed by a registered professional engineer; 
(AND 

-)) and 

(b) Constructed and loaded as specified in the design. 

((*)) (2) You must leave existing platforms undisturbed 
until new bearers have been set in place and braced before 
moving the platforms to the new level. 

((*)) (3) You must install crossbracing across the width 
of the scaffold that meets all of the following: 

((-)) (a) Bracing is installed at: 

((#)) i) Each end of the scaffold; (ANB 

=)) and 

(ii) At least at every third set of posts horizontally and 
every fourth runner vertically. 

((-)) (b) Bracing extends diagonally from the: 

((m)) G) Outer posts or runners upwards to the next inner 
posts or runners; ((ANÐ 

=)) and 

(ii) Inner posts or runners upwards to the next outer posts 
or runners. 

((*)) (4) You must install building ties: 

((-)) (a) At the bearer levels between the crossbracing; 
(CAND 

~)) and 

(b) At locations specified in WAC 296-874-40004. 

((*)) (5) You must install longitudinal bracing on straight 
tun scaffolds as follows: 

((-)) (a) Diagonally in both directions across the inner 
and outer rows of posts; 

((-)) (b) From the base of the end posts upward to the top 
of the scaffold at approximately a forty-five degree angle; 
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((-)) (c) As close as possible to the intersection of the 
bearer and post or runner and post; 

((-)) (d) If the scaffold is longer than it is tall, repeat the 
bracing beginning at every fifth post; 

((-)) (e) If the scaffold is taller than its length, install the 
bracing: 

((#)) (i) From the base of the end posts upward to the 
opposite end posts; ((ANB 

=)) and 

(ii) In alternating directions until reaching the top of the 
scaffold. 

((*)) (6) You must attach bracing to the runners as close 
to the post as possible, if bracing can't be attached to the post. 

((*)) (7) You must make sure bearers meet all of the fol- 
lowing: 

((-)) (a) Are installed transversely between posts; 

((-)) (b) If the bearer is coupled to the post, have the 
inboard coupler bear directly on the runner coupler; 

((-)) (c) If the bearer is coupled to the runners, have the 
couplers as close to the posts as possible; 

((-)) (d) Extend bearers beyond the posts and runners; 

((-)) (e) Provide full contact with the coupler; 

((-)) (f) The bottom bearers are located as close to the 
base as possible. 

((*)) (8) You must make sure runners meet all of the fol- 
lowing: 

((-)) (a) Are installed along the length of the scaffold; 

((-)) (b) Are located on both the inside and outside posts 
at the same height; 

((-)) (c) Are interlocked on straight runs to form contin- 
uous lengths and are coupled to each post; 

((-)) (d) The bottom runners are located as close to the 
base as possible. 


Note: Tube and coupler guardrails and midrails installed on outside 


posts can be used in lieu of outside runners. 


((Meu-must: 

*)) (9) You must make sure couplers are made of a struc- 
tural metal, such as drop-forged steel, malleable iron, or 
structural grade aluminum. 


((*)) (10) You must prohibit using couplers made of gray 
cast iron. 


AMENDATORY SECTION (Amending WSR 05-01-054, 
filed 12/7/04, effective 3/1/05) 


WAC 296-874-40042 Meet these requirements when 
using window jack scaffolds. ((Yeu-must: 

*)) You must make sure window jack scaffolds meet all 
of the following: 

((-)) GZ) Are securely attached to the window opening; 

((-)) (2) Are used for working only at the window open- 
ing the jack is placed through; 

((-)) (3) Are not used: 

((#)) (a) To support planks placed between one window 
jack and another; ((@R 

=)) or 

(b) As any other element of scaffolding. 
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WSR 15-23-096 


REPEALER 


The following section of the Washington Administrative 
Code is repealed: 


WAC 296-874-500 Definitions. 


WSR 15-23-096 
PERMANENT RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Economic Services Administration) 
[Filed November 17, 2015, 1:42 p.m., effective December 18, 2015] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: The department is amending WAC 388-400- 
0050 to implement changes authorized by the Washington 
state legislature. RCW 74.08A.120 authorizes the food assis- 
tance program for legal immigrants (FAP). Subsection (3) 
states "The benefit under the state food assistance program 
shall be established by the legislature in the biennial operat- 
ing budget." The 2016-2017 biennial budget (ESSB 6052), 
which passed the legislature and was signed by the governor, 
increased funding for FAP from seventy-five percent of the 
federal benefit level and set benefits at one hundred percent 
of the federal food benefit level beginning July 1, 2015. 

The amendments were made via emergency rule making 
under WSR 15-21-059, filed on October 19, 2015. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 388-400-0050. 

Statutory Authority for Adoption: RCW 74.04.050, 
74.04.055, 74.04.057, 74.04.510, 74.08.090, and 74.08A.- 
120. 

Other Authority: ESSB 6052. 

Adopted under notice filed as WSR 15-19-026 on Sep- 
tember 8, 2015. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 1, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
0, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 1, Repealed 0. 

Date Adopted: November 13, 2015. 


Katherine I. Vasquez 
Rules Coordinator 


Permanent 


WSR 15-23-100 


AMENDATORY SECTION (Amending WSR 14-02-037, 
filed 12/23/13, effective 1/23/14) 


WAC 388-400-0050 If I am not eligible for federal 
benefits through Washington Basic Food program 
because of my alien status, can I receive benefits through 
the state-funded food assistance program? (1) If you are 
not eligible for federally funded Basic Food benefits solely 
because you do not meet the alien status requirements under 
WAC 388-424-0020, you may be eligible for the state-funded 
food assistance program (FAP) if you meet both of the fol- 
lowing requirements: 

(a) You are a Washington state resident; and 

(b) You meet the alien status requirements under WAC 
388-424-0030. 

(2) FAP follows the same eligibility rules as federally 
funded Basic Food except for rules related to alien status. A 
summary of the rules for Basic Food is found in WAC 388- 
400-0040. 

(3) Benefits for FAP are set by the biennial state operat- 
ing budget as described in RCW 74.08A.120(3). These bene- 
fits are calculated as described in subsections (4) and (5) of 
this section. 

(4) If your assistance unit (AU) includes both people 
who are eligible for federally funded Basic Food benefits and 
people who are eligible for state-funded FAP benefits, we 
determine the amount of your federal and state food benefits 
by applying the following process: 

(a) We calculate your AU's monthly benefits under 
WAC 388-450-0162 as if all the eligible persons in your AU 
could receive federally funded Basic Food benefits; and 

(b) We then calculate your AU's monthly benefits under 
WAC 388-450-0162 for only the people in your AU who are 
eligible for federally funded benefits. 


If (a) is more than (b) 


Your AU receives: 

e Basic Food benefits in the 
amount calculated using 
step (b); and 

¢ FAP benefits equal to 
((three-fourths)) the differ- 
ence between (a) and (b), 
rounded down to the next 
whole dollar. 


If (b) is more than (a) 


Your AU receives Basic 
Food benefits in the amount 
calculated using step (b). 


(5) If your AU only includes persons eligible for FAP, 
we determine the amount of your state-funded FAP benefits 
by: 

(a) Applying the calculation for Basic Food under WAC 
388-450-0162 as if all the persons in your AU were eligible 
to receive Basic Food; and 

(b) Issuing FAP benefits to your AU equal to ((three 
feurths)) the amount calculated in subsection (5)(a), rounded 
down to the next whole dollar. 


Permanent 
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WSR 15-23-100 
PERMANENT RULES 
DEPARTMENT OF CORRECTIONS 
[Filed November 18, 2015, 7:08 a.m., effective December 19, 2015] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: WAC 137-30-080, earned release/good time 
for offenders, to correct/update references to department of 
corrections policy. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 137-30-080. 

Statutory Authority for Adoption: RCW 72.01.090. 

Other Authority: RCW 72.09.130. 

Adopted under notice filed as WSR 15-11-081 on May 
19, 2015. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 1, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
1, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 1, Repealed 0. 

Date Adopted: November 18, 2015. 


Dan Pacholke 
Secretary 


AMENDATORY SECTION (Amending WSR 11-11-018, 
filed 5/9/11, effective 6/9/11) 


WAC 137-30-080 Community custody. (1) Offenders 
with orders of community custody per RCW 9.94A.701 may 
have their sentences reduced by ERT. 


(2) (( 


@))) Community custody returns/terminates: During 
community custody, if an offender has not completed his/her 
maximum term of total confinement and is subject to a third 
violation hearing for any violation of community custody and 
is found to have committed the violation, the department may 
return the offender to total confinement to serve the remain- 
der of the prison term. 

(a) This applies solely to offenders who were not held to 
their maximum expiration date prior to release to community 
custody. 

(b) All jail ERT and DOC ERT applied to the sentence 
before early release becomes return time. 

(c) When determining the length of return time, the 
department must credit the offender with all community cus- 
tody time successfully served and with all periods of prehear- 
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ing time spent in confinement pending all prior and current 
community custody violation hearings for that cause. 

(d) The date the offender was placed in jail on the most 
recent violation will be the return start date. 

(e) The offender is not entitled to any ERT during the 
return time. 

(f) Upon release from total confinement, after serving 
the return time the offender will resume serving the commu- 
nity custody portion of the sentence for any time remaining 
on community custody. 


WSR 15-23-101 
PERMANENT RULES 
DEPARTMENT OF 
FISH AND WILDLIFE 
[Order 15-425—Filed November 18, 2015, 8:28 a.m., effective December 
19, 2015] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: Establishes a new WAC section to create a 
combined food fish and game fish guide license at a reduced 
rate[. It] is proposed at the request of the industry and as 
required by the legislature under SB 5824. A new combined 
guide license will expedite and simplify the issuance of guide 
license to individuals who hold both a food fish and game 
fish guide license. 

Reasons supporting proposal: SB 5824 was passed 
during the 2015 legislative session creating a new section in 
chapter 77.65 RCW directing the department to establish, by 
tule, a fish guide combination license to allow holders to 
offer or perform the services of a food fish and a game fish 
guide. SB 5824 (chapter 97, Laws of 2015) became effective 
on July 24, 2015. 

Statutory Authority for Adoption: RCW 77.04.012, 
77.04.013, 77.04.055, and 77.12.047. 

Adopted under notice filed as WSR 15-20-074 on Octo- 
ber 2, 2015. 

Changes Other than Editing from Proposed to Adopted 
Version: There was a minor change to the rule language to 
clarify that the application fee and surcharge for regional 
fishery enhancement groups as required by RCW 77.95.090 
were included as part of the overall license fees established in 
the rule. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 

Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 1, Amended 0, Repealed 0. 

Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
0, Repealed 0. 

Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 0, Repealed 0. 


WSR 15-23-110 


Date Adopted: November 14, 2015. 


Brad Smith, Ph.D., Chair 
Fish and Wildlife Commission 


NEW SECTION 


WAC 220-20-135 Combined fish guide license. A 
combined fish guide license allows the holder to offer or per- 
form the services of a food fish guide and a game fish guide. 
The fee for a resident combined fish guide license is $435 and 
the fee for a nonresident combined fish guide license is 
$1,435. The application fee and surcharge for regional fish- 
ery enhancement groups as required by RCW 77.95.090 are 
included in the overall cost of the combined fish guide 
license. 


WSR 15-23-110 
PERMANENT RULES 
DEPARTMENT OF ECOLOGY 
[Order 15-02—Filed November 18, 2015, 11:15 a.m., effective December 
19, 2015] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: To increase annual permit fees for the follow- 
ing fee types by 5.31 percent for state fiscal year (FY) 2016 
and 5.27 percent for state FY 2017: Aluminum alloys, alumi- 
num forming, aggregate production - individual and general 
permits, aquatic pest control, boatyards - individual and gen- 
eral permits, coal mining and preparation, concentrated ani- 
mal feeding operations, dairies, iron and steel, metal finish- 
ing, nonferrous metals forming, ore mining, private and state 
owned facilities, shipyards, stormwater construction - indi- 
vidual and general permits, stormwater industrial - individual 
and general permits, and stormwater municipal phase 1 and 2 
permits. 

To increase annual permit fees for the following fee 
types by 3.25 percent for state FY 2016 and 3.21 percent for 
state FY 2017: Aquaculture, aluminum and magnesium 
reduction mills, combined industrial waste treatment, com- 
bined food processing waste treatment, combined sewer 
overflow system, commercial laundry, crop preparing - indi- 
vidual and general permits, facilities not otherwise classi- 
fied - individual and general permits, flavor extraction, food 
processing, fuel and chemical storage, hazardous waste 
cleanup sites, ink formulation and printing, inorganic chemi- 
cals manufacturing, noncontact cooling water with addi- 
tives - individual and general permits, noncontact cooling 
water without additives - individual and general permits, 
organic chemical manufacturing, petroleum refining, photof- 
inishers, power and/or steam plants, pulp, paper and paper- 
board, radioactive effluents and discharges, RCRA corrective 
action sites, seafood processing, solid waste sites, textile 
mills, timber products, vegetable/bulb washing facilities, 
vehicle maintenance and freight transfer, water plants - indi- 
vidual and general permits and wineries - individual permits. 

Ecology is also adding three new fee categories that will 
include bridge washing, in-water vessel deconstruction, and 
wineries - general permit coverage. 


Permanent 


WSR 15-23-110 


King County DNR Wastewater Treatment will have fees 
increased by 4.22 percent for state FY 2016 and 4.19 percent 
for state FY 2017. 


Citation of Existing Rules Affected by this Order: 
Amending WAC 173-224-040. 


Statutory Authority for Adoption: RCW 90.48.465 
Water pollution control. 


Adopted under notice filed as WSR 15-15-174 on July 
22, 2015. 


Changes Other than Editing from Proposed to Adopted 
Version: Correct a typo on the FY 2016 proposed fee for c. 
Concrete Production 3. 200,000 tons/yr. and greater; correct 
typos on the proposed fees for FY 2016 and 2017 for hazard- 
ous waste clean up sites, a. leaking underground storage 
tanks (LUST), 3. NPDES permit issued post July 1, 1994; 
reduce the proposed fees for aluminum and magnesium 
reduction mills from the proposed 5.41 percent increase for 
FY 2016 and 5.27 percent increase for FY 2017 to a 3.25 per- 
cent increase for FY 2016 and 3.21 percent increase for FY 
2017. 


A final cost-benefit analysis is available by contacting 
Garret Ward, Department of Ecology, Water Quality Pro- 
gram, 300 Desmond Drive, Lacey, WA 98503, phone (360) 
407-7544, fax (360) 407-6426, e-mail garret.ward@ecy.wa. 
gov. 


Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 


(2) Industrial facility categories. 
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Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 1, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
0, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 0, Repealed 0. 

Date Adopted: November 18, 2015. 


Maia D. Bellon 
Director 


AMENDATORY SECTION (Amending WSR 13-22-051, 
filed 11/1/13, effective 12/2/13) 


WAC 173-224-040 Permit fee schedule. (1) Applica- 
tion fee. In addition to the annual fee, first time applicants 
(except those applying for coverage under a general permit) 
will pay a one time application fee of twenty-five percent of 
the annual permit fee, or $250.00, whichever is greater. An 
application fee will be assessed for RCRA sites regardless of 
whether a new permit is being issued or an existing permit for 
other than the discharge resulting from the RCRA corrective 
action, is being modified. 


FY ((2045)) 2017 
FY (204) 2016 ANNUAL 
ANNUAL PERMIT FEE & 
INDUSTRIAL FACILITY CATEGORIES PERMIT FEE BEYOND 
Aluminum Alloys $((465443-089)) $((46543-08)) 
17,600.00 18,527.00 
Aluminum and Magnesium Reduction Mills 
a. NPDES Permit ((98;554.09)) ((98;554-09)) 
101,757.00 105,023.00 
b. State Permit ((49279-06)) ((49279-08)) 
50,881.00 52,514.00 
Aluminum Forming ((50;436-09)) ((50;436-09)) 
52,798.00 55,580.00 
Aggregate Production - Individual Permit Coverage 
a. Mining Activities 
1. Mining, screening, washing and/or crushing ((2;876-06)) ((2;876-06)) 
3,029.00 3,189.00 
2. Nonoperating aggregate site (fee per site) ((H48.089)) ((H48.09)) 
124.00 131.00 
b. Asphalt Production 
1. 0 - < 50,000 tons/yr. ((4498-08)) ((4498-08)) 
1,262.00 1,328.00 
2 50,000 - < 300,000 tons/yr. ((2;87406)) ((2;87406)) 
3,030.00 3,190.00 
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FY ((2045)) 2017 
FY ((2044)) 2016 ANNUAL 
ANNUAL PERMIT FEE & 
INDUSTRIAL FACILITY CATEGORIES PERMIT FEE BEYOND 
3: 300,000 tons/yr. and greater ((3:598-00)) ((3;598-96)) 
3,789.00 3,989.00 
c. Concrete Production 
1. 0 - < 25,000 cu. yds/yr. ((4,498-09)) ((4,498-99)) 
1,262.00 1,328.00 
2. 25,000 - < 200,000 cu. yds/yr. ((2;87400)) ((2;8708)) 
3,030.00 3,190.00 
3. 200,000 cu. yds/yr. and greater ((3;598-96)) ((3;598-96)) 
3,789.00 3,989.00 
The fee for a facility in the aggregate production category is the sum of the appli- 
cable fees in the mining activities and concrete and asphalt production categories. 
d. Portable Operations 
1. Rock Crushing ((2;876-08)) ((2;876-08)) 
3,029.00 3,189.00 
2. Asphalt ((2;876-08)) ((2;876-08)) 
3,029.00 3,189.00 
3. Concrete ((2;876-06)) ((2;876-08)) 
3,029.00 3,189.00 
Aggregate Production - General Permit Coverage 
a. Mining Activities 
1. Mining, screening, washing and/or crushing ((2,042-96)) ((2,642-96)) 
2,119.00 2,231.00 
2: Nonoperating aggregate site (fee per site) ((83-99)) ((83-00)) 
87.00 92.00 
b. Asphalt Production 
l. 0 - < 50,000 tons/yr. ((840-99)) ((840-00)) 
885.00 932.00 
2. 50,000 - < 300,000 tons/yr. ((2;043-96)) ((2,043-08)) 
2,120.00 2,232.00 
3. 300,000 tons/yr. and greater ((2;544.96)) ((2;54406)) 
2,651.00 2,791.00 
c. Concrete Production 
l. 0 - < 25,000 cu. yds/yr. ((84%-09)) ((840-00)) 
885.00 932.00 
2. 25,000 - < 200,000 cu. yds/yr. ((2;043-96)) ((2,043-08)) 
2,120.00 2,232.00 
3: 200,000 cu. yds/yr. and greater ((2;544.96)) ((2;54406)) 
2,651.00 2,791.00 
The fee for a facility in the aggregate production category is the sum of the appli- 
cable fees in the mining activities and concrete and asphalt production categories. 
d. Portable Operations 
1. Rock Crushing ((2;043-98)) ((2,043-08)) 
2,120.00 2,232.00 
PA Asphalt ((2;043-96)) ((2,043.08)) 
2,120.00 2,232.00 
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FY ((2045)) 2017 
FY ((2044)) 2016 ANNUAL 
ANNUAL PERMIT FEE & 
INDUSTRIAL FACILITY CATEGORIES PERMIT FEE BEYOND 
3. Concrete ((3%3-09)) ((2,043-98)) 
2,120.00 2,232.00 
Aquaculture 
a. Finfish hatching and rearing - Individual Permit ((5;042.96)) ((5;042-96)) 
5,175.00 5,341.00 
b. Finfish hatching and rearing - General Permit Coverage ((3;5H-99)) ((3;5H-99)) 
3,625.00 3,741.00 
G: Shellfish hatching ((498-69)) ((499-06)) 
196.00 202.00 
Aquatic Pest Control 
a. Irrigation Districts ((474.69)) ((496-99)) 
522.00 550.00 
b. Mosquito Control Districts ((474.69)) ((496-99)) 
522.00 550.00 
c. Invasive Moth Control ((474.69)) ((496-09)) 
522.00 550.00 
d. Aquatic Species Control & Eradication ((474.69)) ((496-99)) 
522.00 550.00 
e. Oyster Growers ((474.69)) ((496-99)) 
522.00 550.00 
f. Rotenone Control ((474.69)) ((496-99)) 
522.00 550.00 
Boat Yards - Individual Permit Coverage 
a. With storm water only discharge ((428.69)) ((428-99)) 
451.00 475.00 
b. All others ((856-09)) ((856-98)) 
901.00 948.00 
Boat Yards - General Permit Coverage 
a. With storm water only discharge ((373-09)) ((399-08)) 
411.00 433.00 
b. All others ((756-08)) ((79406)) 
833.00 877.00 
Bridge Washing 
a. Single-site Permit 3,328.00 3,328.00 
b. WSDOT Annual Fee 11,061.00 11,061.00 
Coal Mining and Preparation 
a. < 200,000 tons per year ((6;680-06)) ((6;689-09)) 
7,035.00 7,406.00 
b. 200,000 - < 500,000 tons per year ((45,042.09)) ((45,042.09)) 
15,841.00 16,676.00 
c. 500,000 - < 1,000,000 tons per year ((26,739-09)) ((26;739-09)) 
28,158.00 29,641.00 
d. 1,000,000 tons per year and greater ((50;436-09)) ((50;436-08)) 
52,798.00 55,580.00 
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FY ((2045)) 2017 
FY ((2644)) 2016 ANNUAL 
ANNUAL PERMIT FEE & 
INDUSTRIAL FACILITY CATEGORIES PERMIT FEE BEYOND 
Combined Industrial Waste Treatment 
a. < 10,000 gpd ((3,342-08)) ((3,342-08)) 
3,451.00 3,562.00 
b. 10,000 - < 50,000 gpd ((8;354-99)) ((8,354-99)) 
8,626.00 8,903.00 
c. 50,000 - < 100,000 gpd (4653-09) ((46;H3-09)) 
17,256.00 17,810.00 
d. 100,000 - < 500,000 gpd ((33,422.09)) ((33,422-09)) 
34,508.00 35,616.00 
e. 500,000 gpd and greater ((50-6-00)) ((50-6-00)) 
51,765.00 53,427.00 
Combined Food Processing Waste Treatment Facilities ((46,000-08)) ((46,008-08)) 
16,520.00 17,050.00 
Combined Sewer Overflow System 
a.  <50 acres ((3;342-08)) ((3;342,06)) 
3,451.00 3,562.00 
b.  50-< 100 acres (($;354-09)) ((&354-09)) 
8,626.00 8,903.00 
c. 100 - < 500 acres ((+0:930-99)) ((+0:930-99)) 
10,356.00 10,688.00 
d. 500 acres and greater ((43;368-09)) ((43;368.09)) 
13,802.00 14,245.00 
Commercial Laundry ((428-00)) ((428-00)) 
442.00 456.00 
Concentrated Animal Feeding Operation 
a. < 200 Animal Units ((244.06)) ((224-00)) 
236.00 248.00 
b. 200 - < 400 Animal Units ((53409)) ((562-09)) 
592.00 623.00 
c. 400 - < 600 Animal Units ((5976-090)) ((426-06)) 
1,186.00 1,248.00 
d. 600 - < 800 Animal Units ((4,642.06)) ((4,68%06)) 
1,777.00 1,871.00 
e 800 Animal Units and greater ((2453.08)) ((2,253-00)) 
2,373.00 2,498.00 
Crop Preparing - Individual Permit Coverage 
a. 0 -< 1,000 bins/yr. ((333-00)) ((333-09)) 
344.00 355.00 
b. 1,000 - < 5,000 bins/yr. ((669-09)) ((669-09)) 
691.00 713.00 
c. 5,000 - < 10,000 bins/yr. ((433408)) ((433408)) 
1,380.00 1,424.00 
d. 10,000 - < 15,000 bins/yr. ((2,676-08)) ((2,676.00)) 
2,763.00 2,852.00 
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e. 15,000 - < 20,000 bins/yr. ((4,425-00)) ((4,425.00)) 
4,569.00 4,716.00 
f. 20,000 - < 25,000 bins/yr. ((6;483-08)) ((6;483-00)) 
6,384.00 6,589.00 
g. 25,000 - < 50,000 bins/yr. ((8,274.08)) (($274.00)) 
8,540.00 8,814.00 
h. 50,000 - < 75,000 bins/yr. ((9-492.00)) ((9492.00)) 
9,491.00 9,796.00 
i. 75,000 - < 100,000 bins/yr. ((40,694.09)) ((40,694-09)) 
11,042.00 11,396.00 
j. 100,000 - < 125,000 bins/yr. ((43,368.09)) ((43,368.09)) 
13,802.00 14,245.00 
k. 125,000 - < 150,000 bins/yr. ((16:72-90)) ((465H2-09)) 
17,255.00 17,809.00 
1. 150,000 bins/yr. and greater ((20;0353-08)) ((20;0353-08)) 
20.673.00 21,337.00 
Crop Preparing - General Permit Coverage 
a. 0-< 1,000 bins/yr. ((232-08)) ((232.09)) 
240.00 248.00 
b. 1,000 - < 5,000 bins/yr. ((468-00)) ((468-09)) 
483.00 499.00 
c. 5,000 - < 10,000 bins/yr. ((937.00)) ((937,00)) 
967.00 998.00 
d. 10,000 - < 15,000 bins/yr. ((4,873-08)) ((4873-08)) 
1,934.00 1,996.00 
e. 15,000 - < 20,000 bins/yr. ((3;+00-08)) ((3;499.00)) 
3,201.00 3,304.00 
f. 20,000 - < 25,000 bins/yr. ((4,328-00)) ((4,328.00)) 
4,469.00 4,612.00 
g. 25,000 - < 50,000 bins/yr. ((5;788-08)) ((5-788-09)) 
5,976.00 6,168.00 
h. 50,000 - < 75,000 bins/yr. ((6,433.00)) ((6;433-09)) 
6,642.00 6,855.00 
i. 75,000 - < 100,000 bins/yr. ((7,484.00)) ((7484.09)) 
7,724.00 7,972.00 
j. 100,000 - < 125,000 bins/yr. ((9;360-00)) ((9;369-09)) 
9,664.00 9,974.00 
k. 125,000 - < 150,000 bins/yr. ((H4,698-08)) ((44,698-08)) 
12,078.00 12,466.00 
1. 150,000 bins/yr. and greater ((44,93708)) ((44,93708)) 
14.493.00 14,958.00 
Dairies $.50 per Animal Unit not to exceed $((4506-08)) 1,586.00 for FY ((20+4)) 
2016 and $((4,576-90)) 1,670.00 for FY ((2045)) 2017 & beyond 
Facilities Not Otherwise Classified - Individual Permit Coverage 
a.  <1,000 gpd ((4674-98)) ((4,674.98)) 
1,725.00 1,780.00 
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b. 1,000 - < 10,000 gpd ((3;342-09)) ((3;342-09)) 
3,451.00 3,562.00 
c. 10,000 - < 50,000 gpd ((8;355-08)) (($;355-00)) 
8,627.00 8,904.00 
d. 50,000 - < 100,000 gpd ((43,368-08)) ((43,368-08)) 
13,802.00 14,245.00 
e. 100,000 - < 500,000 gpd ((26,606-08)) ((26;606-08)) 
27,471.00 28,353.00 
f. 500,000 - < 1,000,000 gpd ((83:422-00)) ((83:422-00)) 
34,508.00 35,616.00 
g. 1,000,000 gpd and greater ((50;435-09)) ((50;435-09)) 
51,764.00 53,426.00 
Facilities Not Otherwise Classified - General Permit Coverage 
a. < 1,000 gpd ((4472.98)) ((4452.09)) 
1,210.00 1,249.00 
b. 1,000 - < 10,000 gpd ((2,425-08)) ((2,425.00)) 
2,504.00 2,584.00 
c. 10,000 - < 50,000 gpd ((5:85+09)) ((5;58499)) 
6,041.00 6,235.00 
d. 50,000 - < 100,000 gpd ((9,369-09)) ((9,369-09)) 
9,664.00 9,974.00 
e. 100,000 - < 500,000 gpd ((48;745.08)) ((48;745-08)) 
19,323.00 19,943.00 
f. 500,000 - < 1,000,000 gpd ((23:394-00)) ((23:394-00)) 
24,154.00 24,929.00 
g. 1,000,000 gpd and greater ((35,095-08)) ((35,095-09)) 
36,236.00 37,399.00 
Flavor Extraction 
a. Steam Distillation ((+4498)) ((+4-99)) 
177.00 183.00 
Food Processing 
a.  <1,000 gpd ((4670-08)) ((4,678-08)) 
1,724.00 1,779.00 
b. 1,000 - < 10,000 gpd ((4,259-09)) ((4;259-00)) 
4,397.00 4,438.00 
c. 10,000 - < 50,000 gpd ((7,604-08)) ((7,694-08)) 
7,851.00 8,103.00 
d. 50,000 - < 100,000 gpd ((44,948.08)) ((44,948.09)) 
12,336.00 12,732.00 
e. 100,000 - < 250,000 gpd ((46;742.08)) ((46;742.08)) 
17,255.00 17,809.00 
f. 250,000 - < 500,000 gpd ((24,97708)) ((24,97708)) 
22,691.00 23,419.00 
g. 500,000 - < 750,000 gpd ((2557299)) ((24372-69)) 
28,468.00 29,382.00 
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h. 750,000 - < 1,000,000 gpd ((33,422-09)) ((33,422-09)) 
34,508.00 35,616.00 
i. 1,000,000 - < 2,500,000 gpd (44,175.09) (44,145.09) 
42,513.00 43,878.00 
j. 2,500,000 - < 5,000,000 gpd ((45,95709)) ((45,937-08)) 
47,451.00 48,974.00 
k. 5,000,000 gpd and greater ((50;436-09)) ((50;436-09)) 
51,765.00 53,427.00 
Fuel and Chemical Storage 
a.  <50,000 bbls (4,674.00) ((4,674.00)) 
1,725.00 1,780.00 
b. 50,000 - < 100,000 bbls ((3;342-00)) ((3;342-00)) 
3,451.00 3,562.00 
c. 100,000 - < 500,000 bbls ((83540)) ((8:35400)) 
8,626.00 8,903.00 
d. 500,000 bbls and greater ((46,443-09)) ((46,443-09)) 
17,256.00 17,810.00 
Hazardous Waste Clean Up Sites 
a. Leaking Underground Storage Tanks (LUST) 
1. State Permit ((4,383-06)) ((4,383-06)) 
4,525.00 4,670.00 
2. NPDES Permit Issued pre 7/1/94 ((4;383-09)) ((4,383-09)) 
4,524.00 4,669.00 
3. NPDES Permit Issued post 7/1/94 ((8;765-06)) ((8;765-98)) 
9,050.00 9,341.00 
b. Non-LUST Sites 
14 1 or 2 Contaminants of concern ((8;570-96)) ((8;570-08)) 
8,849.00 9,133.00 
2. > 2 Contaminants of concern ((+4146-09)) ((+4146-09)) 
17,697.00 18,265.00 
Ink Formulation and Printing 
a. Commercial Print Shops ((2574.09)) ((2,5+4,98)) 
2,655.00 2,740.00 
b. | Newspapers ((4,286-06)) ((4,286-00)) 
4,425.00 4,567.00 
c. Box Plants ((6,856-08)) ((6,856-08)) 
7,079.00 7,306.00 
d. Ink Formulation ((8:57+99)) ((8,574.99)) 
8,850.00 9,134.00 
Inorganic Chemicals Manufacturing 
a. Lime Products ((8,354-08)) ((8,354-00)) 
8,626.00 8,903.00 
b. Fertilizer ((40;038-06)) ((40;038-06)) 
10,385.00 10,718.00 
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c. Peroxide ((43,368-99)) ((43,368-99)) 
13,802.00 14,245.00 
d. Alkaline Earth Salts ((46;743.08)) ((46;743-08)) 
17,256.00 17,810.00 
e. Metal Salts ((23,393.99)) ((23,393.09)) 
24,153.00 24,928.00 
f. Acid Manufacturing ((33;446-06)) ((33;446-06)) 
34,223.00 35,322.00 
g.  Chlor-alkali ((66-846-00)) ((66-846-00)) 
69,018.00 71,233.00 
Iron and Steel 
a. Foundries ((465443-99)) ((465743-99)) 
17,600.00 18,527.00 
b. Mills ((33,453.99)) ((33,453.99)) 
35,229.00 37,085.00 
Metal Finishing 
a. < 1,000 gpd ((2,804.98)) ((2,004.96)) 
2,110.00 2,221.00 
b. 1,000 - < 10,000 gpd ((3,344+99)) ((3,344+09)) 
3,518.00 3,703.00 
c. 10,000 - < 50,000 gpd ((8,353-09)) ((8;353-09)) 
8,796.00 9,259.00 
d. 50,000 - < 100,000 gpd ((46;742.08)) ((46;742.08)) 
17,599.00 18,526.00 
e. 100,000 - < 500,000 gpd ((83:420-00)) ((33,420-08)) 
35,194.00 37,048.00 
f. 500,000 gpd and greater ((50-3-90)) ((50-3-90)) 
52,794.00 55,575.00 
Noncontact Cooling Water With Additives - Individual Permit Coverage 
a. < 1,000 gpd ((1046-99)) ((4046-96)) 
1,080.00 1,115.00 
b. 1,000 - < 10,000 gpd ((4,459-08)) ((4,459.08)) 
1,506.00 1,554.00 
c. 10,000 - < 50,000 gpd ((3,436-09)) ((3;436-09)) 
3,238.00 3,342.00 
d. 50,000 - < 100,000 gpd ((4344-99)) ((4344-99)) 
7,552.00 7,794.00 
e. 100,000 - < 500,000 gpd (42353+990)) (42353+00)) 
12,938.00 13,353.00 
f. 500,000 - < 1,000,000 gpd ((44758-08)) ((44,758-08)) 
18,335.00 18,924.00 
g. 1,000,000 - < 2,500,000 gpd ((22,982-08)) ((22,982-09)) 
23,729.00 24,491.00 
h. 2,500,000 - < 5,000,000 gpd ((28,082-00)) ((28,082-00)) 
28,995.00 29,926.00 
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i. 5,000,000 gpd and greater ((83-42200)) ((83-422-00)) 
34,508.00 35,616.00 
Noncontact Cooling Water With Additives - General Permit Coverage 
a.  <1,000 gpd ((733-8)) ((733-09)) 
757.00 781.00 
b. 1,000 - < 10,000 gpd ((4,46408)) ((4,46409)) 
1,508.00 1,556.00 
c. 10,000 - < 50,000 gpd ((2;+95-08)) ((2;495.00)) 
2,266.00 2,339.00 
d. 50,000 - < 100,000 gpd ((5420-99)) ((5420.00)) 
5,286.00 5,456.00 
e. 100,000 - < 500,000 gpd ((8,773-98)) ((8;773-99)) 
9,058.00 9,349.00 
f. 500,000 - < 1,000,000 gpd ((423432-90)) ((423432-90)) 
12,836.00 13,248.00 
g. 1,000,000 - < 2,500,000 gpd ((46,086-08)) ((46,086-09)) 
16.609.00 17,142.00 
h. 2,500,000 - < 5,000,000 gpd ((49,739-08)) ((49,439-09)) 
20,381.00 21,035.00 
1. 5,000,000 gpd and greater ((23;394.09)) ((23;394.08)) 
24,154.00 24,929.00 
Noncontact Cooling Water Without Additives - Individual Permit Coverage 
a. < 1,000 gpd ((838-08)) ((838-09)) 
865.00 893.00 
b. 1,000 - < 10,000 gpd ((4,674.98)) ((4,67499)) 
1,725.00 1,780.00 
c. 10,000 - < 50,000 gpd (2,509.08) ((2,509.00)) 
2,591.00 2,674.00 
d. 50,000 - < 100,000 gpd ((585£+99)) ((585+99)) 
6,041.00 6,235.00 
e. 100,000 - < 500,000 gpd ((40,030-08)) ((40,030-09)) 
10,356.00 10,688.00 
f. 500,000 - < 1,000,000 gpd ((44,293-08)) ((44,293-09)) 
14,665.00 15,136.00 
g. 1,000,000 - < 2,500,000 gpd ((+8,346-08)) ((+8,346-08)) 
18,905.00 19,512.00 
h. 2,500,000 - < 5,000,000 gpd ((22,559-09)) ((22,559-09)) 
23,292.00 24,040.00 
i. 5,000,000 gpd and greater ((26,739-08)) ((26;739-08)) 
27.608.00 28,494.00 
Noncontact Cooling Water Without Additives - General Permit Coverage 
a. < 1,000 gpd ((686-00)) ((586-09)) 
605.00 624.00 
b. 1,000 - < 10,000 gpd ((4472.98)) ((4452.08)) 
1,210.00 1,249.00 
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c. 10,000 - < 50,000 gpd ((575709)) (4,757.09) 
1,814.00 1,872.00 
d. 50,000 - < 100,000 gpd ((4,095-90)) ((4,095-99)) 
4,228.00 4,364.00 
e. 100,000 - < 500,000 gpd (4049-00) ((4%049-00)) 
7,247.00 7,480.00 
f. 500,000 - < 1,000,000 gpd ((95944-00)) ((9;944-00)) 
10,267.00 10,597.00 
g. 1,000,000 - < 2,500,000 gpd ((42,868-08)) ((42,868-08)) 
13,286.00 13,712.00 
h. 2,500,000 - < 5,000,000 gpd ((45;793-09)) ((45,793-09)) 
16,306.00 16,829.00 
i. 5,000,000 gpd and greater (B50) (B-450)) 
19,323.00 19,943.00 
Nonferrous Metals Forming ((46;743-08)) ((46;743-08)) 
17,600.00 18,527.00 
Ore Mining 
a. Ore Mining ((3;342-06)) ((3;342-06)) 
3,519.00 3,704.00 
b. Ore mining with physical concentration processes ((6;682-00)) ((6-682-00)) 
1,037.00 1,408.00 
c. Ore mining with physical and chemical concentration processes ((26;739-09)) ((26;739-09)) 
28,158.00 29,641.00 
Organic Chemicals Manufacturing 
a. Fertilizer ((46;43-96)) ((46;43-98)) 
17,256.00 17,810.00 
b. Aliphatic ((33,422-09)) ((33,422-09)) 
34,508.00 35,616.00 
c. Aromatic ((50;436-09)) ((50,436-09)) 
51,765.00 53,427.00 
Petroleum Refining 
a. < 10,000 bbls/d ((33,422-09)) ((33,422-09)) 
34,508.00 35,616.00 
b. 10,000 - < 50,000 bbls/d ((66;266-00)) ((66;266-09)) 
68,420.00 70,616.00 
c. 50,000 bbls/d and greater ((433,699-09)) ((433,699-09)) 
138,044.00 142,475.00 
Photofinishers 
a. < 1,000 gpd ((533799)) ((433496)) 
1,380.00 1,424.00 
b. 1,000 gpd and greater ((3;342-06)) ((3;342-06)) 
3,451.00 3,562.00 
Power and/or Steam Plants 
a. Steam Generation - Nonelectric ((6,680-00)) ((6-680-00)) 
6,897.00 7,188.00 
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b. Hydroelectric ((6,689-00)) ((6,689-00)) 
6,897.00 7,188.00 
c.  Nonfossil Fuel ((40,028-09)) ((40,028-09)) 
10,354.00 10,686.00 
d. Fossil Fuel ((26,739-09)) ((26,739-09)) 
27,608.00 28,494.00 
Pulp, Paper and Paper Board 
a. Fiber Recyclers ((465H+09)) ((465H409)) 
17,254.00 17,808.00 
b. Paper Mills ((33,422.09)) ((33,422.09)) 
34,508.00 35,616.00 
Ç. Groundwood Pulp Mills 
1. < 300 tons per day ((50;436-08)) ((50;436-08)) 
51,765.00 53,427.00 
2. > 300 tons per day ((400-270-00)) ((+00-270-00)) 
103,539.00 106,863.00 
d. Chemical Pulp Mills 
w/o Chlorine Bleaching ((433,692-08)) ((433,692.08)) 
138,037.00 142,468.00 
e. Chemical Pulp Mills 
w/Chlorine Bleaching ((450;490-99)) ((459;400-09)) 
155,288.00 160,273.00 
Radioactive Effluents and Discharges (RED) 
a. <3 waste streams ((32,332.09)) ((32;332-00)) 
33,383.00 34,455.00 
b. 3 - <8 waste streams ((5644409)) ((5644409)) 
57,972.00 59,833.00 
c. 8 waste streams and greater ((92,478.00)) ((92,478.08)) 
95,484.00 98,549.00 
RCRA Corrective Action Sites ((23-490-00)) ((235498-09)) 
24,253.00 25,032.00 
Seafood Processing 
a. < 1,000 gpd ((4674-98)) ((4,674.98)) 
1,725.00 1,780.00 
b. 1,000 - < 10,000 gpd ((4,259-08)) ((4,259.00)) 
4,397.00 4,538.00 
c. 10,000 - < 50,000 gpd ((7,604-00)) ((5604-09)) 
7,851.00 8.103.00 
d. 50,000 - < 100,000 gpd (44,948.00) (44,948.08) 
12,336.00 12,732.00 
e. 100,000 gpd and greater ((46;443-96)) ((46;43-96)) 
17,256.00 17,810.00 
Shipyards 
a. Per crane, travel lift, small boat lift ((3;342.06)) ((3;342-96)) 
3,519.00 3,704.00 


Permanent [176] 


Washington State Register, Issue 15-23 


WSR 15-23-110 


FY (@2645)) 2017 
FY ((2044)) 2016 ANNUAL 
ANNUAL PERMIT FEE & 
INDUSTRIAL FACILITY CATEGORIES PERMIT FEE BEYOND 
b. Per drydock under 250 ft in length ((3;342.06)) ((3;342-06)) 
3,519.00 3,704.00 
c. Per graving dock ((5:342-00)) ((65342-99)) 
3,519.00 3,704.00 
d. Per marine way ((55209)) ((5,042-09)) 
5,278.00 5,556.00 
e. Per sycrolift ((55209)) ((3,042.99)) 
5,278.00 5,556.00 
f. Per drydock over 250 ft in length ((6-682-00)) ((6-682-00)) 
7,037.00 7,408.00 
g. In-water vessel maintenance ((6,682-08)) ((6;682-09)) 
7,037.00 7,408.00 
h. In-water vessel deconstruction 16,304.00 16,304.00 
The fee for a facility in the shipyard category is the sum of the fees for the applica- 
ble units in the facility. 
Solid Waste Sites (nonstorm water) 
a.  Nonputrescible ((6;682-06)) ((6,682-08)) 
6,899.00 7,120.00 
b. << 50 acres ((43,36709)) ((1336709)) 
13,801.00 14,244.00 
c.  50-<100 acres ((26,739-09)) ((26,739-09)) 
27,608.00 28,494.00 
d. 100 - < 250 acres ((33;422-00)) ((33;422-00)) 
34,508.00 35,616.00 
e. 250 acres and greater ((50;36-06)) ((50;436-06)) 
51,765.00 53,427.00 
Textile Mills ((66,846-09)) ((66,846-09)) 
69,018.00 71,233.00 
Timber Products 
a. Log Storage ((3;342-06)) ((3;342-99)) 
3,451.00 3,562.00 
b. Veneer ((6,682-00)) ((6,682.99)) 
6,899.00 7,120.00 
c. Sawmills ((43,368-09)) ((43,368-09)) 
13,802.00 14,245.00 
d. Hardwood, Plywood ((23:393-90)) ((23:393-90)) 
24,153.00 24,928.00 
e. Wood Preserving ((32,094-08)) ((32,094-08)) 
33,137.00 34,201.00 
Vegetable/Bulb Washing Facilities 
a.  <1,000 gpd ((146-98)) ((H0-90)) 
114.00 118.00 
b. 1,000 - < 5,000 gpd ((224-00)) ((224-08)) 
231.00 238.00 
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c. 5,000 - < 10,000 gpd ((440-00)) ((440-08)) 
454.00 469.00 
d. 10,000 - < 20,000 gpd ((88700)) ((887-08)) 
916.00 945.00 
e. 20,000 and greater ((5464-09)) ((5464-09)) 
1,512.00 1,561.00 
Vehicle Maintenance and Freight Transfer 
a.  <0.5 acre ((3,342,08)) ((3,342-08)) 
3,451.00 3,562.00 
b.  0.5-< 1.0 acre ((6,682,00)) ((6,682:00)) 
6,899.00 7,120.00 
c. 1.0 acre and greater ((40;028-06)) ((40;028-06)) 
10,354.00 10,686.00 
Water Plants - Individual Permit Coverage ((436406)) ((4,562-06)) 
4,710.00 4,861.00 
Water Plants - General Permit Coverage ((3,052-00)) ((3;+93.00)) 
3,297.00 3,403.00 
Wineries _- Individual Permit Coverage 
a.  <500 gpd ((344+96)) ((34409)) 
352.00 363.00 
b. 500 - < 750 gpd ((684-00)) ((684-08)) 
706.00 729.00 
c. 750 - < 1,000 gpd ((4,36700)) ((4,367-00)) 
1,411.00 1,456.00 
d. 1,000 - < 2,500 gpd ((2;734-08)) ((2,734-00)) 
2,823.00 2,914.00 
e. 2,500 - < 5,000 gpd ((4;362,00)) ((4;362.00)) 
4,504.00 4,649.00 
f. 5,000 gpd and greater ((5;98709)) ((5;98709)) 
6,182.00 6,380.00 
Wineries - General Permit Coverage 
a. Facilities producing 0 - 9,999 gallons of wine per year and/or facilities 645.00 645.00 
that discharge to a nondelegated publicly owned treatment works and 
produce less than 9,999 gallons of wine per year 
b. Facilities producing 10,000 - 24,999 gallons of wine per year and/or 1,289.00 1,289.00 
facilities that discharge to a nondelegated publicly owned treatment 
works and produce greater than 10,000 gallons of wine per year 
c. Facilities producing 25,000 - 49,999 gallons of wine per year 2,581.00 2,581.00 
Facilities producing 50,000 gallons of wine per year and greater 7,743.00 7,743.00 


(a) Facilities other than those in the aggregate produc- 
tion, shipyard, or RCRA categories that operate within sev- 
eral fee categories or subcategories, shall be charged from 
that category or subcategory with the highest fee. 

(b) The total annual permit fee for a water treatment 
plant that primarily serves residential customers may not 
exceed three dollars per residential equivalent. The number 
of residential equivalents is determined by dividing the facil- 
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ity's annual gross revenue in the previous calendar year by the 
annual user charge for a single family residence that uses nine 
hundred cubic feet of water per month. 

(c) Crop preparation and aggregate production permit 
holders are required to submit information to the department 
certifying annual production (calendar year) or unit pro- 
cesses. When required, the department will send the informa- 
tion form to the permit holder. The permit holder shall com- 
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plete and return the information form to the department by 
the required due date. Failure to provide this information will 
result in a fee determination based on the highest subcategory 
the facility has received permit coverage in. 


(1) Information submitted shall bear a certification of 
correctness and be signed: 


(A) In the case of a corporation, by an authorized corpo- 
rate officer; 


(B) In the case of a limited partnership, by an authorized 
partner; 


(C) In the case of a general partnership, by an authorized 
general partner; or 


(D) In the case of a sole proprietorship, by the proprietor. 


(ii) The department may verify information submitted 
and, if it determines that false or inaccurate statements have 
been made, it may, in addition to taking other actions pro- 
vided by law, revise both current and previously granted fee 
determinations. 


(d) Fees for crop preparers discharging only noncontact 
cooling water without additives shall pay the lesser of the 
applicable fee in the crop preparing or noncontact cooling 
water without additives categories. 


(e) Where no clear industrial facility category exists for 
placement of a permit holder, the department may elect to 
place the permit holder in a category with dischargers or per- 
mit holders that contain or use similar properties or processes 
and/or a category which contains similar permitting complex- 
ities to the department. 


(f) Hazardous waste clean up sites and EPA authorized 
RCRA corrective action sites with whom the department has 
begun cost recovery through chapter 70.105D RCW shall not 
pay a permit fee under chapter 173-224 WAC until such time 
as the cost recovery under chapter 70.105D RCW ceases. 


(g) Any permit holder, with the exception of nonoperat- 
ing aggregate operations or a permitted portable facility, who 
has not been in continuous operation within a consecutive 
eighteen-month period or who commits to not being in oper- 
ation for a consecutive eighteen-month period or longer can 
have their permit fee reduced to twenty-five percent of the fee 
that they would be otherwise assessed. This nonoperating 
mode must be verified by the appropriate ecology staff. Once 
operations resume, the permit fee will be returned to the full 
amount. 


Facilities who commit to the minimum eighteen-month 
nonoperating mode but go back into operation during the 
same eighteen-month period will be assessed permit fees as if 
they were active during the entire period. 


(h) Facilities with subcategories based on gallons per day 
(gpd) shall have their annual permit fee determined by using 
the maximum daily flow or maximum monthly average per- 
mitted flow in gallons per day as specified in the waste dis- 
charge permit, whichever is greater. 


(i) RCRA corrective action sites requiring a waste dis- 
charge permit will be assessed a separate permit fee regard- 
less of whether the discharge is authorized by a separate per- 
mit or by a modification to an existing permit for a discharge 
other than that resulting from the corrective action. 
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(3) MUNICIPAL/DOMESTIC FACILITIES 

(a) The annual permit fee for a permit held by a munici- 
pality for a domestic wastewater facility issued under RCW 
90.48.162 or 90.48.260 is determined as follows: 


FY ((2645)) 
FY (20) 2017 
2016 Annual 
Residential Equivalents Annual Permit Fee & 
(RE) Permit Fee Beyond 
< 250,000 $2.16 $2.16 
> 250,000 ((458)) ((465)) 
1.72 1.79 


(b) The annual permit fee under RCW 90.48.162 or 
90.48.260 that is held by a municipality which: 

(i) Holds more than one permit for domestic wastewater 
facilities; and 

(ii) Treats each domestic wastewater facility as a sepa- 
rate accounting entity, is determined as in (a) of this subsec- 
tion. 

A separate accounting entity is one that maintains sepa- 
rate funds or accounts for each domestic wastewater facility. 
Revenues are received from the users to pay for the costs of 
operating that facility. 

(c) The sum of the annual permit fees for permits held by 
a municipality that: 

(i) Holds more than one permit for domestic wastewater 
facilities issued under RCW 90.48.162 or 90.48.260; and 

(11) Does not treat each domestic wastewater facility as a 
separate accounting entity, as described in (b) of this subsec- 
tion, is determined as in (a) of this subsection. 

(d) The permit fee for a privately owned and govern- 
ment-owned domestic wastewater facility that primarily 
serves residential customers is determined as in (a) of this 
subsection. Residential customers are those whose lot, parcel 
or real estate, or building is primarily used for domestic 
dwelling purposes. 

(e) The annual permit fee for privately owned or govern- 
ment-owned domestic wastewater facilities must be deter- 
mined by using the maximum daily flow or maximum 
monthly average permitted flow in million gallons per day, 
whichever is greater, as specified in the waste discharge per- 
mit. Permit fees for privately owned or government-owned 
domestic wastewater facilities that do not serve primarily res- 
idential customers and for state-owned domestic wastewater 
facilities are the following: 


FY ((2645)) 
FY (204) 2017 

2016 Annual 
Annual Permit Fee & 

Permitted Flows Permit Fee Beyond 
.1 MGD and Greater $((40;492-00))  $((40;978-08)) 
11,561.00 12,170.00 
.05 MGD to ((45498-68)) ((4;392.08)) 
<.1 MGD 4,625.00 4,869.00 
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FY ((2045)) 
FY ((2044)) 2017 

2016 Annual 
Annual Permit Fee & 

Permitted Flows Permit Fee Beyond 
.0008 MGD to ((23999-00)) ((2496-00)) 
< .05 MGD 2,313.00 2,435.00 
< .0008 MGD ((633-09)) ((662-09)) 
697.00 734.00 


(£) The number of residential equivalents is calculated in 
the following manner: 


(i) If the facility serves only single-family residences, the 
number of residential equivalents is the number of single- 
family residences that it served on January 1 of the previous 
calendar year. 


(ii) If the facility serves both single-family residences 
and other classes of customers, the number of residential 
equivalents is calculated in the following manner: 


(A) Calculation of the number of residential equivalents 
that the facility serves in its own service area. Subtract from 
the previous calendar year's gross revenue: 

(I) Any amounts received from other municipalities for 
sewage interception, treatment, collection, or disposal; and 


(II) Any user charges received from customers for whom 
the permit holder pays amounts to other municipalities for 
sewage treatment or disposal services. Divide the resulting 
figure by the annual user charge for a single-family resi- 
dence. 


(B) Calculation of the number of residential equivalents 
that the facility serves in other municipalities which pay 
amounts to the facility for sewage interception, treatment, 
collection, or disposal: 


(I) Divide any amounts received from other municipali- 
ties during the previous calendar year by the annual user 
charge for a single-family residence. In this case "annual user 
charge for a single-family residence" means the annual user 
charge that the facility charges other municipalities for sew- 
age interception, treatment, collection, or disposal services 
for a single-family residence. If the facility charges different 
municipalities different single-family residential user fees, 
then the charge used in these calculations must be that which 
applies to the largest number of single-family residential cus- 
tomers. Alternatively, if the facility charges different munic- 
ipalities different single-family residential user fees, the per- 
mit holder may divide the amount received from each munic- 
ipality by the annual user charge that it charges that 
municipality for a single-family residence and sum the result- 
ing figures. 

(ID If the facility does not charge the other municipality 
on the basis of a fee per single-family residence, the number 
of residential equivalents in the other municipality is calcu- 
lated by dividing its previous calendar year's gross revenue 
by its annual user fee for a single-family residence. If the 
other municipality does not maintain data on its gross reve- 
nue, user fees, and/or the number of single-family residences 
that it serves, the number of residential equivalents is calcu- 
lated as in (f)(iv) of this subsection. 
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(IH) If the other municipality serves only single-family 
residences, the number of residential equivalents may be cal- 
culated as in (f)(i) of this subsection. 

The sum of the resulting figures is the number of resi- 
dential equivalents that the facility serves in other municipal- 
ities. 

(C) The number of residential equivalents is the sum of 
the number of residential equivalents calculated in (f)(ii)(A) 
and (B) of this subsection. 

(iii) The annual user fee for a single-family residence is 
calculated by either of the following methods, at the choice of 
the permit holder: 

(A) The annual user fee for a single-family residence 
using nine hundred cubic feet of water per month. If users are 
billed monthly, this is calculated by multiplying by twelve 
the monthly user fee for a single-family residence using nine 
hundred cubic feet of water per month. If users are billed 
bimonthly, the annual user fee is calculated by multiplying by 
six the bimonthly user fee for a single-family residence using 
one thousand eight hundred cubic feet of water per two- 
month period. If the user fee for a single-family residence 
varies, depending on age, income, location, etc., then the fee 
used in these calculations must be that which applies to the 
largest number of single-family residential customers. 

(B) The average annual user fee for a single-family resi- 
dence. This average is calculated by dividing the previous 
calendar year's gross revenue from provision of sewer ser- 
vices to single-family residences by the number of single- 
family residences served on January 1 of the previous calen- 
dar year. If the user fee for a single-family residence varies, 
depending on age, income, location, etc., then the gross reve- 
nue and number of single-family residences used in making 
this calculation must be those for all the single-family resi- 
dential customers. 

In either case, (f)(iii)(A) or (B) of this subsection, the 
permit holder must provide the department with a copy of its 
complete sewer rate schedule for all classes of customers. 

(iv) Ifa permit holder does not maintain data on its gross 
revenue, user fees, and/or the number of single-family resi- 
dences that it serves, and therefore cannot use the methods 
described in (f)(i) or (ii) of this subsection to calculate the 
number of residential equivalents that it serves, then the num- 
ber of residential equivalents that it serves is calculated by 
dividing the average daily influent flow to its facility for the 
previous calendar year by two hundred fifty gallons. This 
average is calculated by summing all the daily flow measure- 
ments taken during the previous calendar year and then divid- 
ing the resulting sum by the number of days on which flow 
was measured. Data for this calculation must be taken from 
the permit holder's discharge monitoring reports. Permit 
holders using this means of calculating the number of their 
residential equivalents must submit with their application a 
complete set of copies of their discharge monitoring reports 
for the previous calendar year. 

(g) Fee calculation procedures for holders of permits for 
domestic wastewater facilities. 

(i) Municipalities holding permits for domestic wastewa- 
ter facilities issued under RCW 90.48.162 and 90.48.260, and 
holders of permits for privately owned domestic wastewater 
facilities that primarily serve residential customers must 
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complete a form certifying the number of residential equiva- 
lents served by their domestic wastewater system. The form 
must be completed and returned to the department within 
thirty days after it is mailed to the permit holder by the 
department. Failure to return the form could result in permit 
termination. 

(11) The form shall bear a certification of correctness and 
be signed: 

(A) In the case of a corporation, by an authorized corpo- 
rate officer; 

(B) In the case of a limited partnership, by an authorized 
partner; 
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(C) In the case of a general partnership, by an authorized 
partner; 

(D) In the case of a sole proprietorship, by the proprietor; 
or 

(E) In the case of a municipal or other public facility, by 
either a ranking elected official or a principal executive offi- 
cer. 

(iii) The department may verify the information con- 
tained in the form and, if it determines that the permit holder 
has made false statements, may, in addition to taking other 
actions provided by law, revise both current and previously 
granted fee determinations. 


(4) STORM WATER PERMIT COVERAGES (UNLESS SPECIFICALLY CATEGORIZED ELSEWHERE IN WAC 173-224-040(2)) 


FY ((2644)) 2016 FY ((2645)) 2017 
Annual Permit Annual Permit 
Fee Fee & Beyond 
a. Individual Construction or Industrial Storm Water Permits 
1. <50 acres $((4;498-08)) $((4,392.00)) 
4,625.00 4,869.00 
2. 50-< 100 acres ((8;389-86)) ((8;777-90)) 
9,243.00 9,730.00 
3. 100 -< 500 acres ((42;594.09)) ((434+468)) 
13,877.00 14,608.00 
4. 500 acres and greater ((46,789-08)) ((44566-06)) 
18,499.00 19,474.00 
b. Facilities Covered Under the Industrial Storm Water General Permit 
1. Municipalities and state agencies ((4374-96)) ((4,438-08)) 
1,514.00 1,594.00 
2. New permit holders without historical gross revenue informa- ((724.99)) ((754.69)) 
tion 794.00 836.00 
3. The permit fee for all other permit holders shall be based on the 
gross revenue of the business for the previous calendar year 
Gross Revenue 
Less than $100,000 ((43406)) ((449-99)) 
147.00 155.00 
$100,000 -< $1,000,000 ((578-89)) ((605-06)) 
637.00 671.00 
$1,000,000 -< $2,500,000 ((693.09)) (725-08) 
763.00 803.00 
$2,500,000 -< $5,000,000 ((445499)) ((424409)) 
1,275.00 1,342.00 
$5,000,000 -< $10,000,000 ((4,736-09)) ((4,81446-90)) 
1,912.00 2,013.00 
$10,000,000 and greater ((2;89799)) ((2;494.08)) 
2,310.00 2,432.00 


To be eligible for less than the maximum permit fee, the 
permit holder must provide documentation to substantiate the 
gross revenue claims. Documentation shall be provided 
annually in a manner prescribed by the department. The doc- 
umentation shall bear a certification of correctness and be 
signed: 


(a) In the case of a corporation, by an authorized corpo- 
rate officer; 

(b) In the case of a limited partnership, by an authorized 
general partner; 

(c) In the case of a general partnership, by an authorized 
partner; or 
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(d) In the case of a sole proprietorship, by the proprietor. 
The department may verify the information contained in 
the submitted documentation and, if it determines that the 
permit holder has made false statements, may deny the 
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adjustment, revoke previously granted fee adjustments, and/ 
or take such other actions deemed appropriate or required 
under state or federal law. 


c. Construction Activities Covered Under the Construction Storm Water General Permit(s) 


1. Less than 5 acres disturbed area 
2. 5-<7acres of disturbed area 

3. 7-<10 acres of disturbed area 
4. 10 -<20 acres of disturbed area 


5. 20 acres and greater of disturbed area 


(5) MUNICIPAL SEPARATE STORM SEWER SYSTEM PER- 
MITS 

(a) Except as provided for in (d) of this subsection, the 
municipal storm water permit annual fee for the entities listed 
below will be: 


FY ((2644)) 2016 FY ((2645)) 2017 
Annual Permit Annual Permit 


Name of Entity Fee Fee & Beyond 
King County $((44%846-08)) $((50;024-09)) 
52,680.00 55,455.00 
Snohomish ((44%846-06)) ((50;624-06)) 
County 52,680.00 55,455.00 
Pierce County ((44%840-06)) (($0;024-96)) 
52,680.00 55,455.00 
Tacoma, City of ((44%840-06)) ((59;024-96)) 
52,680.00 55,455.00 
Seattle, City of ((44%840-06)) ((59;024-96)) 
52,680.00 55,455.00 
Washington ((44%840-06)) ((50;024-96)) 
Department of 52,680.00 55,455.00 
Transportation 
Clark County ((44%840-96)) ((50-024-09)) 
52,680.00 55,455.00 


(b) Municipal storm water general permit fees for cities 
and counties, except as otherwise provided for in (a), (c), and 
(d) of this subsection, will be determined in the following 
manner: For fiscal year ((2044)) 2016, ecology will charge 
$((439)) 1.53 per housing unit inside the geographic area 
covered by the permit for those cities and counties whose 
median household income exceeds the state average. Cities 
and counties whose median household income is less than the 
state average will have their fee per housing unit reduced to 
$((-68)) .75 per housing unit inside the geographic area cov- 
ered by the permit. For fiscal year ((2045)) 2017, ecology 
will charge $((+45)) 1.61 per housing unit inside the geo- 
graphic area covered by the permit for those cities and coun- 
ties whose median household income exceeds the state aver- 
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$((543-06)) $((568-00)) 
598.00 630.00 
((883-00)) ((924-98)) 
973.00 1,024.00 
((4492-08)) ((424400)) 
1,313.00 1,382.00 
((4,62408)) (4702-00) 
1,792.00 1,886.00 
((2;023-00)) (2-406) 
2,229.00 2,346.00 


age. Cities and counties whose median household income is 
less than the state average will have their fee per housing unit 
reduced to $((-#4)) .79 per housing unit inside the geographic 
area covered by the permit. Fees will not exceed 
$((44%840-09)) 52,680.00 for fiscal year ((2044)) 2016 and 
$((50,024-06)) 55,455.00 for fiscal year ((2045)) 2017. The 
minimum annual fee will not be lower than $((4988-06)) 
2,190.00 for fiscal year ((2044)) 2016 and $((2,080-06)) 
2,305.00 for fiscal year ((2045)) 2017 unless the permitted 
city or county has a median household income less than the 
state average. In this case, the city or county will pay a fee 
totaling $((-68)) .75 per housing unit for fiscal year ((2644)) 
2016. The fee amount for FY ((2045)) 2017 will be $((4)) 
-79 per housing unit. 

(c) Other entities required to have permit coverage under 
a municipal storm water general permit will pay an annual fee 
based on the entities' previous year's annual operating budget 
as follows: 


FY ((2644)) 2016 | FY ((2645)) 2017 

Annual Operat- | Annual Permit | Annual Permit 

ing Budget Fee Fee & Beyond 
Less than $((439-89)) $((445-99)) 
$100,000 153.00 161.00 
$100,000 -< ((560-00)) ((586-00)) 
$1,000,000 617.00 650.00 
$1,000,000 -< ((4,399-08)) ((4,464.08)) 
$5,000,000 1,542.00 1,623.00 
$5,000,000 -< ((2;098-00)) ((2,495.08)) 
$10,000,000 2,312.00 2,434.00 
$10,000,000 and ((3;497.08)) ((3,659-09)) 
greater 3,853.00 4,056.00 


For the purposes of determining the annual permit fee 
category, the annual operating budget shall be the entities' 
annual operating budget for the entities’ previous fiscal year 
and shall be determined as follows: 

(1) For diking, drainage, irrigation, and flood control dis- 
tricts, the district's annual operating budget. 
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(ii) For ports, the annual operating budget for the port 
district. 

(iii) For colleges, schools, and universities, the portion of 
the operating budget related to plant or facilities operation 
and maintenance for the site or sites subject to the permit. 

(iv) For state agencies, the annual operating budget for 
the site or sites subject to the permit. 

(v) For other entities not listed, ecology will consider 
annual revenue, and the noncapital operating budget for the 
site subject to the permit. 

(d) Municipal storm water permits written specifically 
for a single entity, such as a single city, county, or agency, 
issued after the effective date of this rule will have its annual 
fee determined in the following manner: 

(i) For cities and counties listed in (a) of this subsection, 
the fee shall be five times the amount identified. 

(ii) For cities and counties whose median household 
income exceeds the state average, the fee shall be the higher 
of either five times the otherwise applicable general permit 
fee or $30,000. For municipalities whose median household 
income is less than the state average, the fee shall be the 
higher of 2.5 times the otherwise applicable general permit 
fee or $15,000. 

(iii) For entities that would otherwise be covered under a 
municipal storm water general permit as determined in (c) of 
this subsection, the fiscal year ((20+4)) 2016 annual fee for a 
permit written for a specific entity shall be $((95945-08)) 
10,958.00. For FY ((2645)) 2017, the annual fee will be 
$((40,405-09)) 11,535.00. 

(e) Ecology will assess a single permit fee for entities 
which apply only as co-permittees or co-applicants. The per- 
mit fee shall be equal to the highest single permit fee which 
would have been assessed if the co-permittees had applied 
separately. 
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